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Overhead Expense is Part of Every Contract 


| No business can be run without a certain percentage of overhead expense, that rightly belongs in 

" | every bid you offer. If you don’t put it in, you are cheating yourself and hurting your competitors. 
| Your business is not being run right until you find out what your overhead is. Your service costs 
money and your customer is willing to pay for it. Why continue giving something for nothing? 


NE of the many beneficial acts of the Govern- 
ment, in the trying period just passed, was 
a requirement that every concern should keep 
accurate and concise records showing a true state- 
ment of its business. To obtain these results de- 
mands some form of a cost system, whereby a true 
balance may be arrived at without the necessity of 
taking an inventory. Thus, under the income tax 
laws, it was brought home to many concerns that 
the fulfillment of this requirement produced facts 
which, in many cases, proved painful but beneficial 
in that they disclosed the real conditions of the busi- 
ness. 

Ignoring any kind of a problem is the easiest way 
to accomplish the inevitable, and in the case of over- 
head expense the results are usually far from satis- 
factory. It would seem, in view of the widespread 
propaganda that has been launched by associations, 
trade papers and individuals in recent years, that 
further emphasis on this fundamental business es- 
sential would not be necessary, yet investigation 
proves that it is not receiving the proper attention. 
Everything that can be legitimately apportioned to 
overhead expense should be included. If this is 
done there will be more uniformity in bids, as con- 
trasted with the often ridiculous gap that appears 
when figures are analyzed before the contract is 
awarded. The suspicion, that the high man is en- 
deavoring to make a fortune, is usually not justified 
because, if the low man’s estimate is considered in 
all its details, it will be readily apparent that, even 
if mistakes have not been made, his overhead has 
not be included, in his anxiety to get the job. It is 
not always a case of “big job madness,’ as one 
writer recently expressed it, because it happens on 
small work too. 

To those, who are ignoring this important matter 


of overhead expense, no quotation is more appro- 
priate than the simple phrase: “They are simply 
kidding themselves." Certainly they are not mak- 
ing money, and there is no glory in “going into the 
hole.” It is time to get chesty, when you can point 
to a fine home that is yours, to an automobile that 
has been paid for, or to a substantial bank balance, 
any or all of which have been earned in a legitimate 
manner, usually accomplished by those who have 
the good business sense to get what is rightfully 
theirs. 

The company, that does not include the proper 
percentage of overhead expense in every bid, is 
not only shortening its life in business but is also 
hurting the entire industry in the establishment of 
price precedents that others are expected to follow. 

Mr. Dooley once said: ‘““Whinever anybody of- 
fers to give ye somethin’ f'r nawthin’, or somethin’ 
f'r less th’n it's worth, or more for somethin’ th'rf 
it's worth, don't take any chances! Yell f'r a police- 
man.” 

And that applies to the and heating 
business. Get what your work is actually worth or 
leave it alone. The public has no right and neither 
does it expect to get something for nothing. There 
won't be any need for a policeman, or the sheriff, 
either, if you conduct your business in the right way. 

Bear these facts in mind. The value of a cost 
system lies in the things that it discloses. Of itself 
it will not cure business troubles. It is simply 
a disclosure of symptoms. After facts are brought 
out, they can be traced and watched in the future. 
If they prove an overhead expense of 25 per cent, 
don't try to dodge it. If you think it is too high 
try to find the leaks, and then eliminate them. This 
method will place your business on a proper basis— 
that of knowing what is going on. 
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MASTER PLUMBERS’ NATIONAL CON. 
VENTION a SPLENDID SUCCESS 


Trade Extension Fiogiem Adc pted and Association Contributes $100c— 
Anti-Siphon Trap Controversy in New York Actively Discussed, and 
Tests Conducted on Garden Pier Demonstrate Efficiency of V ented Lines 
—1g20 Convention Will be Held in Pittsburgh—Formation of Ladtes 
Auxiliary Another Feature of the Convention—484 Delegates Present 


plished in Atlantic City, N. J., on June 17th, 18th and 
19th, when 484 delegates of the National Association 
of Master Plumbers met in their thirty-seventh annual con- 
vention to discuss the many vital problems that are before 


i work along many progressive lines was accom- 


the industry at this time. 

The most important matter before the meeting was the 
program of the Trade Extension Bureau. The day before 
the convention opened a meeting of this body was held, at 
which officers were 
elected, and when the conven- 
tion was under way, the Na- 
tional Association not only en- 
dorsed the proposed campaign 
but voted the sum of $1,000 as 
its contribution to its financial 
support. 

Another matter of  para- 
mount importance was intro- 
duced by the New York mem- 
bers, which concerned the at- 
tempt being made in New — 

York to revise the plumbing 

code allowing the use of anti-siphon traps. Fine talks were 
made on this subject and a testing apparatus was installed on 
the Garden Pier to prove that the present system of venting 
waste lines is the most practical way of eliminating siphon 
and back-pressure. 

The appointment of a Reconstruction Committee, to co- 
operate with labor interests, was passed and very actively 
discussed. President L. McNamara, as chairman of the 
convention, was kept very busy recognizing those who wished 
to speak on the various subjects brought up, and at times 
there were half a dozen members clamoring for attention, 
all of which contributed to very active sessions throughout 
the meeting. 

The Sanitary Exhibit, held on the Garden Pier, was a 
complete success, and thousands of visitors took the oppor- 
tunity to learn more about the necessity of sanitary plumb- 
ing. 

A Ladies’ Auxiliary was formed during the convention. 

There were 484 accredited delegates in attendance and, by 
a unanimous vote, it was decided to hold the 1920 conven- 
tion in Pittsburgh. 

Headquarters were maintained in “The Breakers,” and ses- 
sions were conducted in the Egyptian Room, on the top 
floor of the hotel. 

Tuesday Morning Session. 

President L. McNamara, said a cordial “good morning” 

to a large assemblage in the Egyptian Room of the Breakers 


Officers Elected at Atlantic City 


President, Frank B. Lasette, New York. 
Vice-president, D. F. Durhin, Jr., Philadelphia. 
Secretary, John R. Hopkin, New York. 
Treasurer, John Trainor, Baltimore. 


Executive Secretary, John E. Dugan, Albany. 


hotel, at the opening session and introduced the Rev. Father 
W. I. Dittrich, who delivered the invocation. <A fine address 
of welcome was made by Mayor Harry Bachrach, who pre- 
sented a key to the city to President McNamara. J. }1. 
Cadigan of the New Jersey State Association also welcomed 
the convention. President L. McNamara responded on he- 
half of the National body, calling attention to the progress 
that has been made in the plumbing industry and its benefit 
to mankind. 

Joseph F. Evans, president 
of the Eastern Supply Asso 
ciation, expressed his pleasure 
on being present. He spoke 
of the splendid co-operatio:. 
on the part of master plum) 
ers in the work of trade ex 
tension and paid tribute to 
President McNamara for his 
untiring efforts in promoting 
its success. 

C. B. Nash of the Standard 
Sanitary Mfg. Co., also was 
introduced and_ characterized 
the bathtub as the greatest eradicator of Bolshevism. He 
predicted an excellent future for the Trade Extension Cam- 
paign, with its tremendous possibilities and national beneiits. 
The spirit of unity among manufacturers, jobbers and mas- 
ter plumbers stands out more prominently than any other 
feature of this work. 

President McNamara appointed National Director Jos. |. 
Cannon of Chicago, as reading clerk and D. F. Durkin Jr. 
as alternate. 

Garrett F. Franklyn of Toronto, secretary of the Canadian 
Society of Domestic Sanitary and Heating Engineers, brought 
greetings from across the border, adding that there is wit) 
in the North American Continent and that he hoped to take 
valuable information to his colleagues back home. 

Isaac J. Brown of New York, announced the entertain- 
ment program and called attention to the sanitary ext!bt 
on the Garden Pier. 


William Flynn of New York, spoke of the problem that 
has concerned his associates with the introduction oi the 
anti-siphon trap. He spoke of an installation on the Garden 
Pier, where tests would be made to determine the efficiency 
of this fixture, and of a discussion of its merits in the con- 
ventions, 

President McNamara then appointed the following cre- 
dentials committee: W. C. McCarten, Marshalltown, [owa; 
D. J. Kennedy, Lawrence, Kas.; Joseph Jasper, New York; 
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E. A. Wheeler, Portland, Me.; Thomas Rowe, Portland, Ore. 
The morning session then adjourned. 
Tuesday Afternoon Session. 

President McNamara appointed the following committee: 
Auditing: Edwin W. Cox of Boston; D. F. Roberts, Phila- 
delphia; William Conradis, Washington. 

The report of the Credentials Committee was then pre- 
sented, and a quorum established. 

President 
Namara appointed 
on the Resolutions 
Committee: Frank 
K. Fee, New York 
chairman ; Harry 
Hanson, Montana; 
J. W. Hull, Tennes- 
see; Jeremiah Shee- 
han, Missouri 
James H. Pinkerton 
of California. 

Resolutions on 
the deaths of J. J. 
Turbett of New 
Jersey: J. J. Wade 
of Chicago ; James 
Allison of Cincin- 
nati; and Philip H. 
Murphy of Milwau- 
kee, were adopted 
with a rising vote. 
Tribute to the 
character, work and 
ability of Mr. Wade 
was paid by 
Messrs. Shannon, 
Doyle, Finnerty, 
Trainor, Sheehan, 
Nolan, McCoach, 
3ovd and Fee; of 
Mr. Allison by 
Messrs. Trainor 
and Finnerty; and 
of Mr. Murphy by 
Mr. McCoach. Jer- 
emiah Sheehan also 
spoke on the death 
of F. J. Torrance 
of the Standard 
Sanitary Mfg. Co. 
and it was voted to 
present resolutions 
in memory of his 
name. The same 
action was taken on 
the death of Bar- 
tholomey Donohue 
and Patrick Quin- 
lan of New York. 
Louis A. Menegaux of New Jersey, and John H. Birchall 
of Pennsylvania. 

A motion was adopted for the appointment of a com- 
mittee comprising at least six members, to include the names 
of all deceased state members in suitable resolutions. 

President’s Address. 

President L. McNamara, in his annual address, reviewed 
the work of the past year and the transition from a war 
to a peace period. He said in part: 

“Regardless of the many set-backs that we met with 
on account of the restrictions placed upon our efforts 


Fresident L. McNamara, Who Presided at the 37th Annual Convention of the 
National Association of Master Piumpbers. count of the scare 
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to improve conditions, [ am happy to report that we 
overcame all the obstacles and maintained the organiza- 
tion in its full strength. When you stop to consider 
that War-time restrictions produced a condition that 
practically legislated us out of business, because our line 
was classed as non-essential with the exception of the 
installations that were required for War work, we have 
done wondertully well. 

“Two years ago, 
after a complete re- 
vision of our 
By-Laws, new 
policy had to be 
defined for the 
government of the 
National Associa 
tion of Master 
Plumbers. <Atter a 
careful considera 
tion of the question 
and considerable 
c oO Tr es p ondence 
with the members 
of my Cabinet, a 
policy of education 
was decided upon 
and our whole 
trend of thought 
during the — past 
year has been to 
elevate the standard 
of business, 
through me- 
dium of education. 
The need for help 
along educational 
lines developed to 
such an extent, that 
at the last Con 
vention, two Com 
mittees were elim- 
inated and the 
work usually un 
dertaken by them 
was combined un 
der the Educational 
Committee. This 
(Committee used the 
National Bulletin as 
a medium to con 
vey the beneticial 
formation that 
was gathered trom 
all parts of the 
country to our 


membership. On ac- 


ity of help during 
the War-time period, this Committee experienced some dif 
ficulty in issuing the Bulletin regularly. Printers were not 
anxious to enter into contracts to deliver issues at a given 
time and we were handicapped by strikes im our particular 
line of endeavor. Then, again, the Trade Extension move- 
ment was requiring a great deal of our time and since our 
program called for the Bureau that was proposed through 
this movement to handle subjects that were being expounded 
in the columns of the Bulletin and we wished to avoid a 
duplicity in the work, we naturally concluded to abandon 
the issues of the Bulletin. From my experience in working 
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on the Bulletin in company with the editor, the fact was 
firmly established in my mind that you cannot hope to oper- 
ate an organization such as ours by depending on voluntary 
workers. 

“Your War Service Committee was very active in 
their efforts at the Capital for the purpose of bringing 
about a change in conditions in connection with our line 
of endeavor until the peace overtures were made. This 
Committee will, in all probability, have an interesting 
report to offer. in connection with the work of this 
(Committee, I wish to say that there was an Organiza- 
tion formed of all War Service Committees called the 


Some of the New Jersey Delegates at the National Convention. 
From ‘‘Domestic Engineering” Photo. 


National Federation of Construction Industries and 
through the efforts of Messrs. Nolan, Durkin and Trainor. 
[ was elected as a member of the Board of Directors 
of this Organization. I attended one meeting of the 
Directors representing the National Federation of Con- 
struction Industries and it developed that considerable 
money would be required to continue our affiliation there- 
with. The first call was for members of the Board of 
Directors to underwrite $500.00 to place the organiza- 
tion on a sound financial footing. We had previously 
paid yearly dues of $300.00 and they issued another call 
for an additional $300.00 to cover membership dues. 1 
presented the matter of continuing our affiliation with the 
Federation under these circumstances to the Board of 
Directors at their mid-year meeting in Chicago, IIL, and 
while the Board ot Directors was very considerate and 
referred the matter to me to use my own discretion as 
to whether we would continue our membership, still 
from the expressions of the members of the Board of 
Directors on the finances involved to maintain our con- 
nection therewith I concluded it would be advisable to 
sever our connection with this Federation and_ forth- 
with tendered my resignation as a member of the Board 
of Directors and the resignation of our Association as 
members. The fact that we were obliged to pay out 
a considerable sum of money for the expenses of mem- 
bers attending trials, which amount was previously al- 
lowed by the Board of Directors and the Convention, 
prompted me to reach this decision. 

“An attack having been made in the City of New 
York on the very foundation of Sanitary Plumbing In- 
stallation through the adoption of the so-called anti- 
syphon trap by the Board of Standards and Appeals 
of that Metropolitan City, having been called to the at- 
tention of the Board of Directors at the meeting in Chi- 
cago called for the appointment of a Special Committee 
to make a thorough research to compare the merits of 
the respective systems to prove the fallacy of the use 
of this contraption as a means of safeguarding the health 
of our Country. Vice-President Frank B. Lasette was 
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appointed to take care of this very important work and 
he will, no doubt, have some interesting data to pre 
sent on the subject for the enlightenment of our mem 
bers. 

“The Exhibit held in conjunction with the convention 
at St. Louis last year was an overwhelming success a- 
regards the character of the display presented. While 
it was imposstble for the Exhibit Committee to submit 
a report during the Convention, a report on the finances 
of the Exhibit will be presented at one of our sessions. 

Payment of all Outstanding Obligations. 

“Words are inadequate to express the extreme pleas- 
ure that I enjoy at being able to report to this Con- 
vention that all outstanding obligations which resulted 
from the past litigation have been paid in full. I will 
not burden you with a lengthy list containing the names 
and amounts that have been paid individual members 
for their expenses in connection with attending trials. 
but will suffice it by saying that claims totaling $7,243.49 
were paid by the National Association during the pres- 
ent term. 

Finances. 

“Regardless of the unusual expenditure reported above, 
we are in fairly good financial condition, as from the re- 
port I have received from our worthy Treasurer, we 
come into this Convention with a balance on hand ot 
$9,696.51, with only the expenses of the Officers and 
Directors for their attendance at the Board of Directors 
meeting and the convention to be deducted. 

Workmen’s Compensation. 

“The question of State Workmen’s Compensation [Laws 
has been gathering a great force in recent years and in 
all probability the matter will be agitated and eventually 
all States will enact a Compensation Law and you, no 
doubt, are conversant with the fact that the enactment 
of such a law makes it absolutely necessary that a man 
in business be obliged to carry lability insurance if he 
hopes to remain in business. Many of our members who 
have secured contracts that require them to carry lia- 


Thomas B. Sutch, of Philadelphia; Joseph A. Sprouls, of Jer- 
sey City, and George Turner, of Asbury Park, N. J.—fFrom 
‘“*‘Domestic Engineering’’ Photo. 
bility insurance, have no doubt concluded that the rates 
for this class of insurance are especially high. [It has 
been brought to my attention that one Local Associa- 
tion aftilated with our Organization has solved the 
problem of liability insurance through the organization °! 
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a mutual Company which has succeeded in proving this 
service to their members at a very nominal cost. Their 
success prompts the suggestion that if they can, as a 
small Organization, secure protection at a nominal cost, 
that the rate could be reduced to an even greater extent 
if we had a Liability Insurance Company formed from 
our membership. I would, therefore, recommend that 
a Special Committee composed of men who have some 
experience with this class of insurance be appointed to 
investigate the advisability of organizing a Mutual Lia- 
bility Insurance Company under the auspices of the Na- 
tional Association of Master Plumbers and that they re- 
port result of this investigation to the President of the 
Association at the earliest possible moment. 

“The Conference Committee between the Heating and 
Piping Contractors’ National Association and our As- 
sociation was active during the vear just closed and will 
report on the result of their Conferences during the 
course of this meeting. 

Representation at State Association Conventions. 

“Tam a great believer in having the National Associa- 
tion represented at State Conventions and made it a 
point during the term just closed to see that some officer 
was in attendance. 

“T believe it is absolutely necessary that the National 
Organization keep in close touch with the various State 
Associations. This personal contact has a tendency to 
encourage them to greater efforts in behalf of their own 
and the National Organization and produces a greater 
spirit of loyalty which is thoroughly exemplified by the 
manner in which the officers of the National Organiza- 
tion are received upon these visits. I would, therefore, 


Jacob Schuh, Milwaukee; William F. Eckart, Seattle; C. B. 
Nash, Pittsburgh; Wm. J. Woolley, Evansville, Ind., and Jos. 
W. Cannon, of Chicago.—From ‘‘Domestic Engineering’’ Photo. 


strongly recommend that no organization be overlooked 
at any of their future meetings. 
Organization Work. 

“During the past year we were called upon to aid 
several Associations to bolster up their membership. I 
wrote peronal letters to the non-members in Oregon 
and North Carolina and as a result of this solicitation 
we aided in securing an increase in members in those 
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States. Through the activity of John S. Irvine, State 
President of the Michigan Association and William A. 
Decker, secretary, Michigan has shown a marked in- 
crease in its membership. 
campaign for an increased membership in Philadelphia 
and through his efforts the State of Pennsylvania shows 


Director Durkin instituted a 


an increase of 72 new members. 


Messrs. Leif Henning and J. C. Hulteng of North 


Some of the Delegates from Greater New York.—From ‘‘Do.- 
mestic Engineering’’ Photo. 


Dakota through the able assistance of Director Schuh, 
North Dakota and 
this permits us to record a new State on our roster 
of members. 


formed a State Association in 


Colorado, through the efforts of Director 
Smith and others, shows an increase of forty-seven new 
members. Through the success obtained through the 
solicitation of the National office, | believe a Member- 
ship Department should be installed at the National 
Office. The duties of this branch would be to obtain 
a record of the non-afthlhated plumbers throughout the 
country and adopt a system of form letters which shall 
be mailed to them at regular intervals, bringine our 
proposition to their notice to the end that we will eventu 
ally secure their application and through this means, I 
am inclined to believe that we can double our member- 
ship, as trom the experiences I have gained in the past 
two years, vou cannot depend upon State Secretaries to 
institute membership campaigns. This is just a thought 
that I present for your consideration. 

Trade Extension. 

“This is the most vital question that our Organization 
has considered since its institution. It contains all the 
previous policies of the National Organization, and also, 
the most modern and up-to-date methods of conducting 
business. The great thought of this givantic movement, 
the one which I hope you have duly considered, ts the 
fact that we have been working on a toundation of Na- 
tional scope based on sound business principles. This, 
in itself, one might compare with the movement of a 
vast Army. Preparation for this National Campaign is 
of such magnitude that it has taken the time and thoucht 
of the best minds in the Country in our line to develop. 
First, the prospectus; second, the financing of this great 
movement; and third, the selecting and appointing of 
the right men for the different classes of work to be 
undertaken. This has been a great work and the good 
to be accomplished from this great work can be readily 
grasped if one reads the prospectus of this extensive 
movement. The great thought which I desire to convey 
is, we have placed ourselves in a position to enjoy greater 
trade protection than what we have ever dreamed of, 
not through the false ideas that we had along this line 
in years gone by, but through maintaining higher ideals 
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of business and through the systematic manner in which 
we propose to have all members of the Organization con- 
duct their affairs, we will command the respect of Manu- 
facturers, Jobbers, and the public and through this edu- 
cation of all interested parties guarantee a greater share 
of the vast volume of trade that is obtainable through- 


Some of the New York Delegates and Guests at the National 
Convention.—From ‘‘Domestic Engineering’ Photo. 


out the country than our members have enjoyed hereto- 
fore. 

“Trade extension means the cooperation of all parties 
interested in the manufacture, sale and installation of 
plumbing and heating, in other words, searching out 
prospects through which will develop a contract that 
wil! permit the manufacturer, Jobber and plumbing and 
heating contractor to enjoy the benefits of a sale. The 
manufacturers and jobbers have realized the benefits to 
be obtained through the movement more rapidly than 
our members have. They have responded nicely to the 
call that has been made upon them to produce the 
necessary finances to carry on the work outlined. We 
as an Organization, have not performed our full duty in 
this regard. True, we will supply the man power to 
further the work, but at the same time, we should show 
our appreciation of the work that is being done for the 
benefit of our membership by contributing to the fund, 
also. We have shown a marked disposition to partake of 
the fruits that will be borne, but an Organization that 
is classed as high as ours, should not permit itself to 
come in on a complimentary basis. It would, therefore. 
recommend that $1,000.00 be appropriated from the funds 
of the National Organization to the Trade Extension 
Jureau, to aid in and assure that the work contemplated 
will be carried out. 

“The Trade Extension Bureau will take over the work 
now being covered through the Bulletin, will obviate 
the necessity of a Business Manager referred to in my 
report of last vear, as the funds raised will permit us 
to send field men into the various States to instruct the 
Plumbers on salesmanship, install cost accounting and 
hookkeeping systems suited for the average plumbing 
business. 

“As previously stated, my experience in the past two 
years has proven conclusively that you cannot hope to 
operate an organization such as ours on a voluntary as- 
sistance plan. We must have efficient help and the same 
cannot be obtained gratuitously. Our National Organi- 
zation is one of the largest Organizations in the Country. 
It must be maintained along business lines. We must 
do something for cur membership between Conventions. 
That means we must be able to give service 365 days 
in the year. This could not possibly be done with the 
finances available from the Per Capita tax of $2.00 per 
vear per member: hence, the idea of extending the func- 
tions of the Trade Extension Bureau which ts an Aux- 
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ilary Organization that is financed by interested persons 
who realized the great benefits that will be obtained 
through its operation and the use of the man power ob- 
tainable through our National Organization. We want 
the hearty co-operation of every member of this National 
Association to further this work. We now have the 
means at our command to provide the individual mem- 
ber with direct information that will aid him to improve 
his individual business. All that is asked in return is 
for the members to show their progressiveness and de- 
velop business instead of waiting for it to come to them. 
In Memoriam. 

“The Grim Reaper made a serious onslaught on the 
ranks of our Organization during the past year and 
called from us some of our most distinguished and highly 
esteemed members. We mourn the loss of James Alli- 
son, who was the third President and an honorary mem- 
ber of the National Association; Director John J. Tur- 
bett, a member of my Cabinet during this term; James 
J. Wade, who was the second National Secretary, and 
Philip H. Murphy, the twenty-sixth National Secretary, 


Geo. E. Smith, of Denver, Colo.; Wm. J. Woolley, of Evans- 
ville, Ind., and J. J. Reidy, of Syracuse, N. Y.—From ‘Domes. 
tic Engineering’’ Photo. 


and also honorary members of the National Association. 
| appoint Committees to present suitable resolutions ot 
condolence on the deaths of these most valuable co- 
workers. These resolutions will be presented for the 
action of the convention, 

Conclusion. 


“In conclusion, I desire to express my sincere appre- 
ciation for the valuable assistance rendered me by the 
Officers and members of the Board of Directors during 
my tenure of office, they being ever ready and willing 
to perform any task that was assigned them regardles- 
of the great sacrifice of time which they were obliged (to 
make in the interests of the Organization. The members 
of the various standing Committees and especially those 
of the Educational, Exhibit and Trade Extension Com- 
mittees deserve special mention for the efforts advance: 
by them and the gratifying results obtained. I feel that 
I am deeply indebted to those members and share wit! 
them the honors that are usually conceded to the hea’ 
of an Organization of the high character and standing «' 
the National Association of Master Plumbers and hoy’ 
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that they will continue their activity in behalf of the ad- 
vancement of our institution and render the same valu- 
able service to my successor.” 

The recommendations of the president were referred to 
the Resolutions Committee. 


Report of Board of Directors. 

Frank B. Lasette, presenting the report of the Board of 
Directors, called attention to two important meetings that 
were held and to the consideration of the organization of 
a National Ladies’ Auxiliary. It was decided not to do so, 
but it was recommended that it be encouraged in state asso- 
ciations. It was also recommended that clause 5 of article 5. 
regarding the payment of bills, etc., be revised. 

The report of the Board of Directors said in part: 

“A statement of finances, as presented by the Treas- 
urer, seems to assure sufficient funds to pay the bal- 
ances due the indicted members for individual expenses 
in attending trials, etc., during the recent litigation. 
Your Board of Directors therefore authorized the Presi- 
dent to pay the balance of 75 per cent which was due 
on these accounts. 

“President McNamara called the attention of the Board 
to the fact, that there is a general movement to en- 
courage the use of the so-called anti-syphon trap, which 
would provide for the entire elimination of the back 
venting system. This question was given careful con- 
sideration by your Board of Directors, and Vice-Presi- 
dent Lasette was appointed a Committee of One to 
take charge of the matter, to correspond with various 
locals throughout the country and secure all available 
data on the subject. He was authorized to expend 
such money as the National President might authorize 
and to file a report of all information received with the 
National office. 

“Your Board of Directors is firmly convinced, that 
the abolition of the present system of back venting, can- 
not but prove detrimental and a positive menace to 


Mrs. F. J. Weider, Rochester, N. Y.; H. J. Brandeles, Utica, 
N. Y., Miss M. Lynch, Rochester, N. Y.; P. W. Schneider, 
Utica, N. Y.; Mr. and Mrs. O. W. Rice, Rochester, N. Y.; 
from ‘‘Domestic Engineering” Photo. 


the health and safety of the communities in which we 
live. 

“Director Herbert reported that the $1,000, appropriated 
to the St. Louis Local at the past Convention, to be 
used in the defraying of expenses of that Convention, 
was returned to the National Association by the St. 
Louis Local. A vote of thanks was tendered to the 
St. Louis Association for its generosity. 

“We also desire to express our thanks to the Chi- 
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cago Local, for its generous entertainment and many 
courtesies extended to the members of the Board of 
Directors, while attending the meeting in its city. 
“A short time ago, the National President received 
an invitation from the United Association of Journey- 
men, to appoint a Committee to meet a like Commit- 
tee of its Association to consider questions of mutual 
interest. Your Board of Directors met a Committee 
of seven, from the United Association at \tlantie City 
on June 16th, and discussed many questions aftecting 
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James Reddington and W. W. Lewis, both of Pittston, Pa.; 
W. A. Decker, Grand Rapids, Mich., and Wm. Haas, of Dayton, 
Ohio—From “Domestic Engineering’’ Photo. 


our trade. The principal result of the meeting, was 
a request that this convention authorize the appoint- 
ment of a standing Committee to be composed of an 
equal number of members of the National -Association 
of Master Plumbers and the United Association of 
Journeymen, who would study the various questions 
affecting our common interests and make recommenda- 
tion for our common good. While your Board of Di- 
rectors realizes that this may be considered a departure 
from our long established custom, we feel that great 
changes have taken place in the feelings existing between 
the employer and the employed, and we teel that much 
good might come trom Such meetings, in the creation 
of greater confidences between the two organizations. 
We therefore recommend that the incoming President 
be authorized to appoint a Committee ot three mem- 
bers to serve with a like Committee of the United As 
sociation of Journeymen to be known as the Kecon- 
struction Committee. 

“A communication was received trom the Chicago 
Local, calling attention to the many unsanitary teatures 
of a new mechanical waterless closet, which has re- 
cently been put upon the market. After a somewhat 
careful study of the matter, and a report of the = in- 
vestigations made by Director Roberts, your Board is 
of the opinion that no good purpose can be served by 
the installation of this apparatus and we have referred 
the matter to the Trade Extension Committee to follow 
up and demonstrate its inefficiency to the public. 

“Your Board of Directors listened with much interest, 
to the plans of the Trade Extension Committee as out- 
lined by our President, who recommends an appro- 
priation of $1,000 as our Association’s contribution to 
this movement for the current year. Your Board of 
Dirctors concurs in this recommendation. 
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“Mr. Roberts, who was requested by the President 
to call upon W. E. Crosby, our former National Ex- 
ecutive Clerk, reported that his physical condition 1s 
much worse than a year ago. Your Board ts unanimously 
of the opimion that he should be continued on the pay- 
roll at his former monthly salary and we make this 
recommendation to this convention. 

“President McNamara has been trom time to time 
called upon, to pass upon matters when the exigencies of 
the occasion made it impossible for him to consult with 


John Anderson, Joseph C. Bixby and “Barney” Grunwald, all 
of Omaha, Neb.—From ‘Domestic Engineering’’ Photo. 
his Board of Directors. All of his actions in these mat- 
ters. have been submitted to your Board of Durectors 


and approved by them. 

“Your Board of Directors takes this opportunity to 
express its appreciation of the work performed by the 
Exhibit Committee, in the arrangement of the splendid 
exhibit which we have here today. We feel sure that 
this will prove of great interest to our visitors and of 
lasting benetit to the \ssociation,” 

lhe Condolence Committee on the death of Francis 
|. Torrance was appointed with Jeremiah Sheehan, St. 


louis; J. Hi. Keane, Pittsburgh; and Carl Stein of Chicago. 


Wednesday Morning Session. 

John Trainor of Baltimore, on behalf of the conference 
commiuttee which co-operates with the Heating and Piping 
Contractors’ Association, reported that activities were limited 
owing to war conditions. He expressed the need for a more 
simplitied form for income tax reports. On the subject of 
informal bids, the committee voted a= strict adherance to 
specitications. It also recommended that literature be sent 
out frequently, particularly on the subject of overhead 
expense. Mr. Trainor also urged that overhead expense 
include workmen’s compensation insurance, as a legitimate 
item and that it be paid for by the owner and not out of 
the contractor’s profits. Blanket clauses should be eliminated 
from specifications. An ambitious program is before the 
plumbing and heating trade, he said, and recommended 
that the work of the committee be continued during this 
period of reconstruction. The report was referred to 


the Resolutions Committee. 

A telegram of regret for inability to attend the conven- 
tion was received from former National Treasurer W. FE. 
Goodman of Milwaukee. 

Walter D. Nolan, chairman of the War Service Committee, 
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read an interesting report on the work of the committee 
which co-operated with the Government in the war period. 

The president appointed Messrs. Doyle, Boyd, Cassedy, 
Irvine, kinnerty and Eynon, to act on the Condolence Com- 
mittee. 

Vice-president Krank B. Lasette spoke of the attempt to 
revise the plumbing code of New York to include the use of 
anti-siphon traps. Jere. Murphy of New York, on behalf of 
the committee which made extensive tests, said: “No im- 
provements have been made in so-called anti-siphon traps 
in the past thirty-five years. The present system of venting, 
while not perfect, is as near 100 per cent efhcient as has 
been devised up to the present. Keep the problems of the 
plumbing tield in the hands of the plumbers and not ot 
‘experts’.” Damiel Finnerty heartily seconded Mr. Murphy’s 
sentiments. 

William lynn of New York, referring to the testing ap- 
paratus on the Pier, said that seeing is believing. The anti- 
siphon trap is not practical, and such evidence should be 
convincing to every master plumber in the United States. 
lle gave a lengthy htstory of the difficulties that were en- 
countered in New York in combating the effort to introduce 
such a fixture. Both back pressure and siphonage must be 
taken care of by the plumber. We haven't sufficient venting, 
in fact, and no attempt should be made to eliminate what 
we already have, said Mr. lynn. He paid tribute to Mayor 
Hylan of New York for his fairness in the hearings that have 
heen held. The master and journeymen plumbers’ associa- 
tions of New York have passed drastic resolutions that will 
prevent the installation of anti-siphon trap. The trap pro- 
posed, increases the cost of installation and puts money in 


‘Uncle’? Daniel Finnerty, of Boston, Mass., and Garry T. 
Farrell, of Plains, Pa., sheriff of Luzerne County, Pa.—From 
‘‘Domestic Engineering’’ Photo. 


the pockets of the makers. All master plumbers are in- 
terested in maintaining the health of the community. The 
matter has been gone into thoroughly by New York mem- 
bers and they hope to inspire confidence in members of 
the National Association. He asked for their hearty support. 

Mr. Flynn’s exceptionally able talk was given three hearty 
cheers and a like ovation to Mr. Murphy followed. 
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The following resolution was then adopted: 

“Whereas, an attempt has been made to introduce in the 
City of New York the so-called anti-siphon trap; and 

“Whereas, it is proposed to amend the plumbing code to 
omit back venting it these traps are installed; and 

“Whereas, it is proven that the installation of a venting 
system is the only known method of relieving back pressure 
which is developed in the plumbing system by the use and 
discharge of fixtures; and 

“Whereas, after a careful test of these traps made and 
exhibited at this convention, it has been proven that these 
traps are an absolute failure and without merit and further- 
more do not comply with the requirements of the code re- 
quiring self-cleansing traps for the reason that they are re- 
stricted in diameter at least one-third of the required size, 
be it therefore 

“Resolved, that the National Association of Master Plum- 
bers in convention assembled at Atlantic City in the State 
ot New Jersey, this 17th day of June, 1919, does hereby 
condemn the use of these traps and pledges its full support 
to make this resolution effective; and be it further 

“Resolved, that a copy of this resolution be sent to Mayor 
John F. Hylan, of New York City, and ask him to prohibit 
the approval of these traps.” 

The report of the Educational Committee was presented 
at the opening of the afternoon session, in which it was 
advocated that employees be better instructed, that the pub- 
lic be educated to appreciate the plumber and fitter. It urged 


the use of the employees’ report card and further recom- 
mended a uniform plumbing code. The report was referred 
to the Resolutions Committee. 

Secretary A. A. Zertanna, reporting on behalf of the finan- 
cial committee at the St. Louis convention, showed a sur- 
plus of $2712.32 from the exhibits. 

The Trade Extension movement was then brought up by 
C. \V. Kellogg, who addressed the convention, making par- 
ticular reference to the labor situation. He urged a unity 
of effort among all and square dealing, because the interests 
of manufacturer, jobber, contractor, journeyman and customer 
are mutual. 

Mr. Woolley Outlines Trade Extension Campaign 

William J. Woolley, newly-elected manager of the Trade 
Extension Bureau, then spoke as follows: 


“One year ago we talked of the possibilities of Trade 


Some of the New York Delegates in Front of ‘‘The Breakers.”’ 
From ‘“‘Domestic Engineering’ Photo. 


Ixtension and the debates which have followed have brought 
out its wonderful possibilities. It ts proposed to have a 
Central Bureau, with each department in the hands of com- 
petent men. There will be an advertising department which 
will prepare copy but not supply cuts. These can be made by 
the plumber or obtained from the manufacturer or jobber. 
Local advertising will be hooked up with national campaigns— 
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such as shower bath week, water heater week, closet week. 
and so torth. These campaigns will be planned months ahead 
so that all may co-operate. 

“The Bureau will co-operate with the master plumber direct 
and keep him informed on matters of importance right along. 
Letters will be submitted for direct-by-mail campaigns. <A 
clipping department will sift valuable ideas gathered from 
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Cc. K. Will and Mohler W. Bard, Both of Lancaster, Pa.; State 
Secretary H. V. McClure and State President Wm. M. Logan, 
both of Harrisburg, Pa. 


all mediums, which will be moditied to suit the plumbing 
industry and sent out in the form of a bulletin. The Bureau 
will also test equipment and recommend its findings to the 
consideration of the members. 

the financing of this movement is well under way and, 
if the full amount 1s subscribed, the sum of $100,000 will be 
viven for this work. 

“An ethcient book-keeping system has been devised and in 
a short time master plumbers and fitters will be asked to send 
the Bureau their forms, so that ideas may be adopted m the 
modification of the system to suit all conditions. They will 
other data 


be analyzed by prominent men and, i this, as 
sent out, only matter that 1s practical will be recommended 
by the Bureau. 

“The Bureau will help the master plumber and fitter on 
window and showroom displavs and make them pay. It can 
be done. Seasonable displays will be advocated. Model 
windows will be fitted up in the Bureau, photographed, and 
sent out im sketch form to all members. This cannet be 
done in one day. It takes time and all must co-operate in 
making the campaign a success. 

“The work of Trade Extension is not new. The electrical 
industry, by such co-ordinated eftort, succeeded im selling 
over $40,000,000 worth of fans in the month of June last 
year than in any previous week im the history of the in- 
dustry. 

“The sending out of field men is too costly, but when the 
first campaign is launched this Fall, all salesmen will meet in 
a convention to be posted on what is proposed, and they, in 
turn, will carry the word to the plumber and fitter of what 
is to be accomplished. 

“Business is developed by going after it and not by wait- 
ing. Too many contractors rely simply on contract work. 
There is nothing in beating the other fellow but tt 1s more 
profitable to spend that time in constructive work. Two hun- 
dred million dollars worth of business can be developed that 
is now going to other channels. It is simply a matter of 
burning into the minds of the public that they should have 
modern plumbing and heating equipment. 

“The Trade Extension Bureau is a constructive organiza- 
tion and part of the National Association, whose head auto- 
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matically becomes head of the Bureau. I ask your co-opera- 
tion—your suggestions—anything that will help the plumbing 
and heating industry.” 

The report of the Credentials Committee showed the pres- 
ence of 483 accredited delegates. 

Report of Resolutions Committee 

Frank J. Fee, chairman of the Resolutions Committee, 
then reported. 

The president’s report, which contained three recommenda- 


Jacob Bugger, Judge Thomas F. McNichol and Gregor Drum- 
mond, all of Philadeiphia.—From “Domestic Engineering’’ 
Photo. 


tions, was wurst acted on. The tirst, relating to the torma- 
tion of a committee to investigate workmen's compensation 
msurance with a view to the formation of a mutual liability 
msurance Company, was concurred m by the committee. An 
active debate, im which Messrs. kee, McCoach, Sheehan, Fin- 
nerty, Cassedy and McNamara participated, resulted in the 
adoption of the motion, it being felt that the investigations 
or such a committee may result in gathering valuable data 
uf interest to various members throughout the country. 

The second recomme dation of the president on the ques- 
tion of membership increases was referred to the incoming 
executive board. 

The convention adopted the president’s third recommenda- 
tion with a unanimous vote that $1,000 be appropriated from 
the funds of the National Association for Trade Exten- 
sion Work. 

A resolution changing Clause 5 of Article 5 of the by-laws 
for the simplification of issuing voucher checks was also 
approved. 

The resolution concerning the appointment of three mem- 
bers, one from the Fast, Central West and West, to act on 
a Reconstruction Committee to co-operate with the United 
Association of Journeymen Plumbers to consider the mutua! 
mterests of the industry, was debated at great length. ‘\ 
score or more members took part in this discussion until 
a late hour, and the resolution was passed with a large ma 
jority, it being the general opinion that the only way to 
progress is by co-operation with the journeymen. 

The final act of the convention in this session was to 
adopt, with a unanimous vote, that Former Executive Secre- 
tary Crosby, who is very ill at his home in Cleveland, be 
continued on the payroll as heretofore. 

Thursday Morning Session 

The convention opened with a continuation of the report 

of the Resolutions Committee. 
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Chairman rank J. lee recommended that the six essays 
presented to the Committee be incorporated in the proceed- 
ings. The reading of four of the shortest essays, entitled, 
“Knowledge is Power,” by J. C. Bixby, of Omaha, “Obliga- 
tion of the Master Plumber to the New Man Starting In,” 
by J. J. Loughlin, of Chicago; “Plumbers as a Nation,” by 
E. R. Lumsden, of Indiana, Pa.; “The Reconstruction Pe- 
riod,” by John J. Callan, of Chicago; was accomplished by 


Jos. W. Cannon. 


President-Elect Frank 6&. Lasette, of New York City, and 
Vice-President-Elect D. F. Durkin, Jr., of Philadelphia.—From 
‘Domestic Engineering’ Photo. 


A telegram of good wishes from National Director, Charles 
Maloney of Gary, Indiana was also read. 

A motion by Mr. Weideman of Philadelphia that a page 
be set aside in the proceedings for the names of the men 
who gave their lives in the war was passed unanimously. 

A resolution presented by the Nebraska association, urging 
the establishment of a national plumbing code, was not 
concurred in by the Resolutions Committee, but it recom- 


Cc. E. Cole, of Birmingham, Ala., |. J. Brown and J. L. 
Knight, both of New York City.—From ‘“‘Domestic Engineering’’ 
Photo. 


mended that the matter of codes be left to state and local 
associations. The matter was thoroughly discussed and 
the recommendation of the committee sustained. 

The convention adopted a resolution endorsing the bill 
before Congress that will grant suffrage to the residents of 
the District of Columbia, and voted in favor of the free- 
dom of Ireland, without debate. The report of the Conference 
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‘Committee was also endorsed and for the incorporation of 
anti-siphon trap data in the official proceedings. <A _ reso- 
lution by the Illinois association regarding a National Bureau 
of the Standardization of Plumbing Materials was also 
adopted. The adoption of the word “Amp” as a trade 
mark by the National Association, was referred to the Trade 
Extension Bureau. 

T. N. Thomson, of Scranton, Pa., was introduced by Jere 
L. Murphy, of New 
York, and said he was 
glad to see that the 
members realized that 
the ventilation of 
plumbing must be pro- 
tected, and told of his 


experiences in this 
connection. 
The (redentials 


Committee then pre- 
sented its final report 
showing the presence 
of 484 members, and 
the committee was 
discharged with 
thanks. 


Closing Session 
Prior to the open- 


ing of the final ses- 
sion, the delegates at- 
tended an_ interesting 
lecture by Elmer 
Stack of Boston on 
the heating of water 
by gas, which was illustrated with lantern slides. 

A telegram of good wishes was received from M. C. Enggas 
of Kansas City. A meeting of state secretaries, which 
was held during the convention, was reported as valuable 
and the interchange of ideas on association work was of 
benefit to all in attendance. 


Secretary Zertanna presented a statement of dues receiv- 
able and paid by the different states, which was referred to 
the Auditing Committee. Treasurer C. J. Herbert’s report 
showed a balance on hand of $11,153.21, with an approximate 
convention expense of $4,500 to be deducted. 


W. H. Doyle of the Condolence Committee, recommended 
that a page in the annual proceedings be set aside for all 
members who died during the past year, which was adopted. 

Pittsburgh was selected for the 1920 convention by a unan- 
imous vote. 


Mrs. Charles Murphy, secretary of the newly organized 
Ladies’ Auxiliary, addressed the convention and announced 
the formation of that body, adding, laughingly, that she 
was taking care of the funds. 

W. J. Flynn paid tribute to those who fought and died in 
the war and recited “At the Peace Table.” He also spoke 
of the ladies, and quoted James Whitcomb Riley’s “An Old 
Sweetheart of Mine.” 

The Auditing Committee reported the records of the asso- 
ciation correct and commended National Treasurer Charles 
J. Herbert for his excellent work. 

Election of Officers 

The next order of business was the election of officers 
which resulted as follows: 

President, Frank B. Lasette, New York, Vice-president 
D. F. Durkin, Jr., Philadelphia. Treasurer, John Trainor, 
Baltimore. Secretary, John R. Hopkin, New York. Execu- 
tive Secretary, John EF. Dugan, Albany, N. Y. 

James S. Cassedy moved that the appropriation of the sum 
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of $500, and the appointment of a committee of three be 
made to purchase a suitable testimonial for the estimable 
Presi- 
dent-elect Lasette appointed Jeremiah Sheehan, A. A. Zer- 
tanna and John Trainor to act on this committee. 


work of President McNamara, which was adopted. 


A sum of not less than $300 was voted for a testimonial 
for Retiring Treasurer Herbert and Jos. W. Cannon and 
Charles Byrne were appointed to purchase it. 

T hie 
closed with a vote ot 
thanks to the trade 
Exhibit 
Committee, the local 


convention 


the 


and state associations 
and all who contribu- 
ted to the success of 
the convention. 

With one of the 
most successful Na- 
tional Conventions at 
an end, the members 
immediately departed 
from the Egyptian 
Room, which had to 
be prepared in quick 


time for the grand 


Retiring President L. McNamara Hands Gavel to President- 
Elect Frank Lasette. 


wind-up, the ball. 
With business worries 
temporarily off their 
hands, the members 
gathered around them 
their wives, children 
or sweethearts, and 
on, there was occasion for rejoic- 


with their “glad rags’ 
mg. 
TRADE EXTENSION BUREAU MEETS IN ATLAN.- 
TIC CITY AND ELECTS OFFICERS 
A meeting of the Trade Extension Bureau was held in 
Parlor D, of The Breakers, Atlantic City, N. J., on Monday, 
June 16th. President L. McNamara officiated as chairman, 


and the morning session was devoted to reading the proposed 
constitution and by-laws. Each chapter was read and dis- 


cussed, the whole being finally referred to a committee for 


C. V. Kellogg, Chicago, Past President of the Central Supply 
Association, and Jos. F. Evans, Wilkes-Barre, Pa., President of 
the Eastern Supply Association. 


revision. The discussion brought out that the work planned 
by the Bureau will result in benefit to everyone in the in- 
dustry. 

At the afternoon session a nominating committee was ap- 
pointed to suggest officers for the ensuing year. Upon the 
report of this committee, through its chairman, Alexander 
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J. Coleman, San Francisco, the board unanimously adopted a 
recommendation that the following should hold office until 
July, 1920; President, Frank B. Lasette, New York City; 
Vice President A. M. Maddock, Thos. Maddock Sons’ Co., 
Trenton, N. J.; 
Ind., and Secretary-Manager, William J. Woolley, Evans- 


Treasurer, L. ©. Huesmann, Indianapolis, 
ville, Ind. 

The adoption of a bookkeeping system that will be of 
benefit particularly to the small plumber and fitter was also 
discussed, and referred to the Publicity Committee. This 


Mr. and Mrs. C. B. Nash. Mr. Nash is Manager of the Pro- 
motion Department of the Standard Sanitary Mfg. Co., Pitts- 
burgh, Pa.—From ‘‘Domestic Engineering’ Photo. 


committee will also act on the suggestion of sending out a 
circular letter for obtammimg pertment information of value to 
the Bureau m its activities. The proposed Fall campaign, 
which will see the mauguration of a sales campaign week, 
was enthusiastically received and excellent results predicted 
from such effort. The question of equipping an office for 
the Bureau was referred to the Finance Committee. 

It was also voted to request various jobbers’ and manu- 
facturers’ associations, through their secretaries, to dissemi- 
nate any matter for publicity purposes which may be sent to 
them by the Bureau. 

Joseph Evans, president of the Eastern Supply Association, 
spoke of the importance of supporting the work of the Bu- 


Joseph T. Sullivan, H. G. Miller and ‘“Dick’’ Lane, all of 
the Thomas Maddock’s Sons Co., Trenton, N. J.—From “Do- 
mestic Engineering” Photo. 


reau both financially and actively, and James Ff. Conran 
touched on mail order house competition. 

The following officers and members of the Board of Dt- 
rectors were among those present: L. McNamara, president ; 
C. V. Kellogg, treasurer; James F. Conran, Enameled Sani- 
tary Ware Manufacturers Association; Frank A. Merrill, 
Heating and Piping Contractors National Association; B. O. 
Tilden, Carbon Club; J. F. Evans, Eastern Supply Associa- 
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tion; C. V. Kellogg, Central Supply Association; H. E. 
Speakman, National Association of Brass Manufacturers ; 
A. M. Maddock, Sanitary Potters’ Association; F. B. Lasette, 
National Association of Master Plumbers; F. P. Keeney, 
Trade Press; James S. Cassedy, Eastern Master Plumbers: 
Alex Coleman, Pacitic Master Plumbers; Jos. W. Cannon, 
Central States Master Plumbers; Frank H. Meadows, Cen- 
tral States Master Steamfitters; C. B. Nash, Pittsburgh, Pa.; 
J. T. Sullivan, Trenton, N. J.; John Trainor, Baltimore ; 
William H. Doyle, Philadelphia; D. F. Durkin, Jr., Philadel- 
phia. 
Ladies’ Auxiliary Formed. 

The ladies at the convention were all enthusiastic at- 
tendants at the organization of the Ladies’ Auxiliary of 
the National Association on Tuesday. Several get-to- 
gether meetings were held subsequently during the con- 
vention, and a successful going concern was made of it. 
This is a step that will prove of great benefit to the 
association and the trade and has the stamp of approval 
of all the members; for with efforts that can be put 
forward by the fair sex en masse, a decided impetus 
will be given the Trade Extension and other forward 
movements of the trade. This organization meeting fol- 
lowed a preliminary meeting held on Monday evening. 
(;reat regret was felt over the absence of Mrs. F. D. 
Hornbrook, of Kansas City, who 1s the originator of 
the Ladies’ Auxiliary idea. 

On Wednesday afternoon the ladies enjoyed a tea 
and musical in the main dining room of “The Breakers.” 
Favors were presented and recitations by Miss Dorothy 
Cassedy, the accomplished daughter of James S. Cassedy, 
of Cambridge, Mass., past-president of the Association. 


J. J. Kitchen, of Central Foundry Co., New York City; A. E. 
Hansen, of New York City: W. E. Burgess, of Central Foundry 
Co.; New York City, and C. Starzman, of Essex Foundry, New- 
ark, N. J.—From “Domestic Engineering’ Photo. 


The National Ball. 

A fitting and brilliant close, to what every one at the 
Thirty-seventh National Convention pronounced the most 
successful and important trade assembly in the plumb- 
ing industry, was found in the social gathering in the 
Egyptian ball room of “The Breakers,” on Thursday 
night. The entire convention party was on hand for the 
affair. No one was missed, and the spacious ball room, 
which occupies the entire top floor, was taxed to ca 
pacity. Dancing started at nine and continued far into 
Friday morning. The sparkle and spirit of the gala scene 
increased with each number. Luncheon and refreshments 
were provided in abundance. 
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PERTINENT PARAGRAPHS 
OF PERSONS PRESENT 


The New Jersey delegation made the most of its stay 
at the seashore. After the serious work of the state 
convention on Monday, delegates relaxed to the full. 
Billy Beck, former secretary of the state association 
started something each evening. His roller chair parties 
and dinner parties were quite regular, but when he 
staged the triple jubilee Tuesday night, he wasn't reckon- 
ing with the resourcefulness of the rest of the delegation 
and he got his, on Thursday night. 

The jubilee mentioned was arranged for the special 
benefit of Walter A. Meslar, past state president, and 
Mrs. Meslar, married thirty-seven years, Mr. and Mrs. 
Joseph Durr, the state secretary, who completed their 
twenty-third year of wedded bliss, Frank Fell, of Trenton, 
and the accomplished Mrs. Fell, youngsters, with only 
thirteen years to their credit. Their anniversaries all 
fell on that Tuesday, and following the wedding din- 
ner, Beck trotted out a nice little family of boardwalk 
Kewpies for each. Among them were bathing girls, 
dancing masters and an untrained little fellow whom 
Durr said he would train in the shop. 

The affair Thursday evening didn’t run as smoothly 
for Beck. This was staged in “Domestic Engineering’s” 
Headquarters in Parlor D, and started off with a sur- 
prise birthday party to newly-elected President [larry 
Farrell, of Camden. Harry was forty-four that day and 
although Beck graciously refrained from mentioning the 
fact in making his presentation speech, he had it on 
the cake in pink icing. Farrell was as much flustered 
as the bridal trio, but managed after two laps around 
the table to say what he had to say. And then the 
crowd slipped one over on Willie Beck. This came in 
the form of a blushing little Parisian beauty all togged 
out for a swim at Beck's lake resort. 

The ladies, then, brought in the offerings: A tie for 
President Farrell and a pair of silk foot gear for Heck. 
The latter expressed his appreciation to the ladies, 
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i. J. Barth, of New York City, Henry G. Issertell, of Sprague 
Electric Works, New York City.—From ‘“‘Domestic Engineering’’ 
Photo. 


which, he said, came from the bottom of his “soles.” 
“Uncle” Dan Finnerty, of Nahant, Mass., was on the 
iob, as active as_ usual. Each National finds Uncle 
Dan a year younger in_ spirit. 
Joe Elliot, of Staten Island and Newport, conducted 
his patented smoke test on the boardwalk every after- 
noon. Between scheduled exhibitions, whenever any of 
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the delegates wanted statding room at the ocean rail, 
Joe accommodated them wih smoke, a screen which ef- 
fectively cleared the walk of all foreigners. 

It was rumored that the triplets from the Bronx, Al. 
Jeyrodt, Commissioner Flynn and Steve Welch, acquired 
a plot of ground in front of the boardwalk to erect an 
extension of Al’s garage system. They found the roller 
chairs too tame. 

louis Frisse, the popular president ot the srooklyn 


ILL WAGER 
500 BUCKS 
ON A FOOT 
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Chester M. Harris, Great Falls, Mont., Created a Sensation on 
the Board Walk. 


\ssociation, fitted quite well in the boardwalk scenery 
in his new sartorial creation of l’alm Beach whiteness and 
delicacy. 

Jere Murphy, the New York Sanitary expert, brought 
his own bathing suit this time. He wasn’t going to take 
any chances of getting one of those cerise creations they 
handed Frank lee at Salt Lake. 


The H. C. L. has so shrunk the dining room order 
cards at the Breakers, that Alex. Brown. the populat 
secretary of the Manhattan Association had to use both 


sides at breakfast each morning, in spite of the tact that 
Alex. is a light (7) eater. That is he likes plenty of 
light when he’s eating. 

Jack Jarcho, of Central Park, East, took the oppor 
tunity while at Atlantic City, to sojourn for a spell each 
day with his seashore cousin. [From the length ot the 
spells, the rest of the New York delegation took it 
that the cousin lived somewhere round Daytona. 
Miami. 

Franklyn Reynolds and “Ig” Barth, the twe well known 
professors of political economy of Riverside Drive, have 
the Bolsheviki question all settled. Several heated dis- 
cussions were conducted on “the Breakers” porch dur- 
ing the convention and it 1s said the fate ot the Reds 
is definitely decided upon. 

The quartette of “Billies,’ Young, Smale, Lawrence and 
Thompson together with August Hanson, John Reif and 
Sam Kitchen of New York, had special dining service 
at “The Breakers.” 

That wireless mystery of J]. L. 


Joe Jasper worried Monday night seemed to have been 


Knight’s which had 
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cleared up on Wednesday. Both Knight and Jasper were 
resting easily and eating freely at breakfast that morn- 
Ing. 

H. FE. J. Shiffer, the alphabetic sanitarian of everywhere, 
sat in convention under a composite of the forty-eight 
state emblems. Henry is the most licensed plumber in 
the world. He has nineteen such municipal, state and 


>, 


James Lawlor, John Fallahee and John Renehan, all of Man- 
hattan, N. Y.—From “Domestic Engineering” Photo. 


national documents and maintains a special superintend- 
ent in the Chinese Empire for any little pick-up Job, 
such as a national museum or a new palace. 

Garry Farrell, of just plain Plains, Pa., and Sheriff 
ot Luzerne County, made a complete lap of the board- 
walk and pier between each session and had a number of 
occasions to test the value of his official shield. 

Among the party of delegates from the Southern 
states were the Misses Agnes Bailey, of Montgomery, 
and Louise Mitchell, of Atlanta, on their first trip North. 

The Illinois delegation to the convention filled two 
special cars, in which the trip from Chicago was made 
most enjoyable: 

An enthusiastic quintette from Omaha was in the thick 
of all sessions, both business and social. It con- 
isted of J. C. Bixby, John Anderson, Barney Grunwald, 
Walter Caton and C. Nelson. 

(Clarence Ley, of Pittsburgh, made a honeymoon trip 
to the convention with his bride. 

W. H. Doyle and D. F. Durkin, of Philadelphia, were 
just becoming quite proficient at age-telling at the Bor- 
den Co.’s booth on Tuesday, when the closing gong 
sounded. They must have sat up all night working out 
the mystery for they were way ahead of the cards at 
breakfast Wednesday morning: 

Among the familiar faces that were missed at the 
Atlantic City gathering were those of E. D. Hornbrook 
and Mrs. Hornbrook, of Kansas City, and Dear old “Pop” 
W. E. Goodman, of Milwaukee. Their names were on 
the lips of delegates from far and wide when their ab- 
sence was discovered. 

“The “Grand old Man” of the Maryland Association, 
W. H. Rothrock, forged another link to his long chain 
of Nationals, and his host of well wishing friends join 
in a toast to his energy and the hope that he may be 
with them for many more roll calls. 

J. J. Corcoran, president of the Jersey City Associa- 
tion, together with a party of his associates tried to 
“motor” down from the city. They got a good start 
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and enjoyed the trip until one of the rear springs re- 
fused to stand it any longer. From then on they jus: 
“brought the car along.” 

Jack O'Neil, of Manhattan, was stopping at the St. 
Charles, but the Traymore was such an attraction that 
the St. Charles clerk hadn’t a chance to meet him on 
intimate terms until it was time to depart for home. 

John Blair, who contributed such valuable assistance 
to the War Industries Board last year, drove down from 
New York with Mrs. Blair. 

Jack Fallahee, of New York, says he only came dow: 
to the convention for a change and a rest, but the 
waiters at “The Breakers” got the change, and the hote! 
took the rest. 

Phil Eich and Mrs. Eich, of New York, motored tv 
Atlantie City in company with Mr. and Mrs. Tom Cum 
mins. 

Ben “Tenacious” Vineberg, the eloquent and active 
member from New York, had three extra locks put o: 
his room at “The Breakers,” not that he feared for the 
safety of his effects, but for the room itself. So it was 
reported by—well we won't say whom. 

From the Pacific Coast came W. B. Coffee, of Tocoma, 
Brother Coleman, of San Francisco, and Brother Good 
rich, of Los Angeles. 


“Marty” Brennan, New York City; Helen Hindman, Philade'- 
phia, and Professor John Hopkins, New York City. 


The Pittsburgh, Pa., Association had a gratifying rep- 
resentation on hand headed by Sam A. Patton. 

Another familiar figure for whom years don’t count, 
is the illustrious former Treasurer, William McCoach. 


P. H. Laughlin and David Smythe, both of Central Tube ©o°.. 
Pittsburgh; A. E. Vastedo, of Lord & Burnham Co., Irvington, 
N. Y., and William Speakman, of Union Radiator Co., Jo's: 


town, Pa. 
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GARDEN PIER /s SCENE of FINE EXHIBIT of 


MODERN PLUMBING and HEATING EQUIPMENT 


Admission of General Public Free of Charge Responsible for Educa- 
ting People from All Parts of the Country That Such Apparatus 
Ils Essential for Making the Home Attractive and Comfortable 


A feature of the National Convention was the splendid 
exhibit that was held on the Garden Pier, the display be- 
ing of interest to delegates and the public and patronized 
by both in large numbers. The hall was open every night 
until 10 or 11 o'clock. Large signs along the Boardwalk 
urged people to be sure and see “The Sanitary Show— 
the only show of its kind in America,” 
free. In addition to the fine arrangement of plumbing 


admission being 


and heating equipment, the visiting master plumbers were, 


attracted to the testing apparatus that was installed on 
the pier adjacent to the exhibit hall, under the director- 
ship of John R. Hopkin of the New York Association of 
Master Plumbers. Here a temporary structure was erect- 
ed, equipped with a typical 3-in. waste and 2-in. vent, 
showing the traps vented, and a 33-in. unvented waste line 
equipped with anti-siphon traps. 
all hours during the day to demonstrate the merits of each 


Tests were conducted at 


system, and their results were right before the eyes of 
everybody. This unique arrangement was commended 
most heartily by all master plumbers in attendance. 

The Trade Extension Committee also maintained an 
interesting booth in the exhibit hall, the walls of which 
were decorated with reprints of the series of business- 
building advertisenients that were run in the various trade 
papers and samples of the literature that have been sent 
out from the Bureau at frequent jntervals. 


H. C. Pitcher, H. C. Boos, G. M. Meiners and S. J. Cutting, 
all of the Curtainless Shower Co., New York City.—From ‘‘Do- 
mestic Engineering” Photo. 


The success of the exhibit was due in no small measure 
to the untiring efforts of the Exhibit Committee, Nation- 
al President-Elect Frank B. Lasette being chairman. and 
I. J. Brown, of New York, director. Mr. Brown worked 
Particularly hard at the convention. 


The establishment of an exhibit that is of interest to 
the general public, as weil as to master plumbers, is rec- 
ognized as an excellent feature of the National Conven- 
tion, and with the success attending last vear's display 
in St. Louts and that of this year, the venture is worthy 
of repetition. With the holding of the 1920 convention in 
Pittsburgh, the home of one of the largest manufacturers 
of sanitary ware in this country, will be the opportunity 
to do much in the education of the public as to the im- 
portance and necessity of modern plumbing equipment. 


Exhibit of Josam Mfg. Co., of Cleveland. 


It was at Atlantic City upon the occasion of a tormer 
national convention, that the Josam products were first in- 
troduced. Since then, Joseph Hirshstein, president of the 
Josam Mfg. Co., has become a well known figure at con- 
ventions and equally popular is the company’s eastern man 
ager, William G. Solomon. Both were again mn evidence at 
the Atlantic City gathering and between them, managed to 
Atter 


being made thoroughly acquainted with Josam shower drains 


keep their well appointed booth open at all hours. 


and eccentric unions, visitors were turned over to Master 
Maurice Hirshstein and Miss Hirshstein who registered and 
supplied them with walking sticks. 


‘ 


An all-white display of Monument “all clay quality ware” 
was an attraction at the double booth of The Monument 
Pottery Co., of Trenton, N. J. 
tinctive designs, were featured the “Traymore” built-in por- 
celain bath, the “Mohican” lavatory the 
“Conservor” urinal stall. 


Among many other dis- 
pedestal 
Herman Bastian and “Scoop” Goeke, by working union 
hours, managed to keep the booth open at all hours. Har- 
old Wolff, the company’s vice-president, and George EF. 
Hoffman, secretary, were also in attendance. 

A handsome display of Crane Co. products was arranged 
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under the auspices of the Philadelphia branch. A _ unique 
feature was the complimentary services of a dainty mani- 
curist, operating at a manicure table. The 
booth gained a decided popularity from the start among 
both delegates and ladies in attendance. All fixtures, a 
dozen in all, were under hot and cold water pressure. 
Representing the company were: M. D. Robinson, man- 
ager of the Philadelphia branch; William Wilson, Richard 
Turner, Walter Ellis and Harry Officer. 


“Wilham Penn” 


Niedecken Mixers Featured This Display. 


EK. C. Regester was in charge of an attractive exhibit of 
the products of Hoffmann & Billings Mfg. Co. of Milwau- 
kee, Wis., and callers at their booth were enlightened on the 
merits of Niedecken Mixers and other distinctive brass 
The Army and Navy shower head, of which the 
was an interest- 


goods. 
company made over 7,500 for the A. FE. 
ing feature. 

The Monitor Bi-Loop Radiator Co., of Lancaster, Pa., in 
a well planned display, showed the advantages of their Moni- 
tor radiation and Monitor “U” tube boilers with cut open 
sections of their well known Bi-Loop radiators. Special 
of the products were further explained by Fred- 
erick Vaux, vice-president; D. W. Ritchie, William Forrer 
and Harry Bachler of the Philadelphia branch. 


features 


‘“‘Bi-Loop” Boilers and Radiation. 


The booth of the Central Tube Co., of Pittsburgh, Pa., 
contained an instructive exhibit of steel tubular goods. One 
section was devoted to the display of the company’s stand- 
ard wrought pipe in various sizes, and in another their 
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rigid conduit in various finishes was shown. A feature was 
a number of cold hand bent coils of Central pipe, the dis- 
tinctive work of David Smythe, the coast-to-coast repre- 
sentative, who was on hand to tell the delegates all about 
it in company with Porter L. Laughlin, special representa- 
tive. Another item of interest to the plumbers was a twelve 
foot length of %-inch pipe, threaded its entire length to 
show the ductility of the company’s product. James S. 
Weaver, New York, manager; H. J. Kleinman, Philadelphia 
manager and W. J. Campbell, manager of conduit sales 
were also at the convention. 

The attractive booth of the Haynes Selling Co., of Phila- 
delphia, Pa., showed in novel fashion, the operation of that 
company’s system of modulated vapor heating. Charles V. 
Haynes and C. W. Stewart explained the advantages of 
convenience in handling heat. 

At this same booth was the ite Specialty Co., of 
New York. E. S. Storm, the company’s vice-president, told 
visitors all about the “Hoffman” heating specialties. 

The showers of the Curtainless Shower Co., of New York, 
were effectively demonstrated with several of the fixtures 
ufider pressure in booth Twenty-one. Their features were 
described by S. J. Cutting, president; H. B. Pitcher, vice- 
president; H. C. Boos, secretary, and G. M. Meiners. 


HAVE A 
CANE ON 
Josav 
MFG. Co. 


/ 


ranks! 


\ 


SOME CANE! 
I'M GOING 
out AND 
SVORT 
ON T 
BOARD WALK! 


The Gold Rush in '49 Had Nothing On the Rush for ‘‘Josam” 
Canes. 


The development in the famous Mueller line of brass 
goods, was advantageously displayed in a large double booth 
at the exhibit hall entrance. A color scheme of black and 
white was carried out in effective fashion. In attendance 
were: Fred Mueller, Mr. and Mrs. Philip Mueller, Charles 
Wagenseller, advertising manager; W. N. Dill, manager o! 
the New York office and Mrs. Dill, and W. F. Hennessy ot 
New York. 

Vogel cioset outfits for factory, school and anti-freezing 
service were ably demonstrated by F. A. Webb, of the Joseph 
A. Vogel Co., of Wilmington, Del. Joseph A. Vogel, pres: 
dent of the company, arrived on Thursday for the closing 
activities of the convention. 

The Climax furnace was shown among many other specia! 
ties manufactured by Geo. W. Heiland, of New York. Ma: 
tin A. Brennan, of the company, was present to enlighte' 
visitors as to the features of this equipment. 


7 
j 
4 
i~ 
~ 
| 
JOSAM,, MFG. Co], 
“ re \ \ TLL 
j 
‘ 
ts 
| 
7 
= 


ERIN 


NGINI 


. 


I 


STIC 


DOMI 


June 28, 1919 


AS 


= 


SOME OF THE EXHIBITS AT THE CONVENTION. 


1. Central Tube Co., Pittsburgh, Pa.—2. Haynes Selling Co., Philadeiphia.—3. Curtainiess Shower Co., New York City.— 


1 H. 


Mueller Mfg. Co., Decatur, Ill.—5. Jos. A. Vogel Co., Wilmington, Del. 
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The quick-action and no-splash features of Savill “Swan 
neck” faucets were displayed at the booth of Thomas Savill’s 
Sons, of Philadelphia. ©n duty at all hours were: Robert 
G. Savill, William Savill, and William J. Lodge. 

An exhibit, well representative of the extensive line of 
water heating apparatus manufactured by the Humphrey 
(ompany of Kalamazoo, Mich., was seen at booth Eighteen. 


John T. Radcliffe and Sales Manager Frank A. Lemke, both 
of the Humphrey Co., Kalamazoo, Mich.; F. A. Webb, of the 
Jos. A. Vogel Co., Wilmington, Del.—From ‘Domestic Engi- 
neering"’’ Photo. 


where F. A. Lemke, the company’s popular secretary and 
veneral manager; assisted by J. T. Radcliffe, manager of 
the Eastern office, and E. J. O'Connell, of the Brooklyn, 
N. Y. office, welcomed the visiting delegates. 

The Jiffy Fire Hose Rack Co., maintained a display thor- 
A “Jiffy” rack 
fully equipped was in place ready for emergency. Raymond 
Brown, president of the company, received visitors at the 
booth, 

Mr. Brown also maintained an exhibit of the “Brayman” 


oughly expressive of their feature product. 


water-tight drain for his company in a separate booth. 

The hospitality of the Wolverine Brass Works of Grand 
Rapids, Mich., was dispensed copiously at booth Thirteen. 
Representing the company were EF. A, Pinchin, manager of 
the New York branch; K. K. Archibald, of Baltimore, 
\. A. Boyle of New York; E. W. Aument, advertising 
manager, and L. Cornelius of Grand Rapids. Their fra- 
grant corsage bouquets distributed to the ladies were a 


big drawing card. 


3 


F. A. Brown, H. Lannian, C. A. Kuebler, J. Le Roy Miller 
and W. W. Edwards, all of the Burnett-Larsh Mfg. Co., of 
Dayton, O.—From ‘‘Domestic Engineering’’ Photo. 


Joseph Hayes, the energetic “United” man from Phila- 
delphia conducted a reception to delegates at the booth of 
the Monmouth Supply Co. He had with him a complete 
iine of brass work of the United Brass Mfg. Co. of Cleve- 
land, on exhibition, and also showed the company’s new 
catalog, recently off the press. 
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There was a good attendance of ambassadors at the booth 
of the Good Mfg. Co., of New York, to tell visitors how 
good “Good” goods are. Hospitality was dispensed with 
the aid of a well filled punch bowl by: B. D. Davies, adver- 
tising manager; W. J. Allen, W. King, Jr., L. Callahan, 
W. B. McCurdy, W. F. Cotter, Miss A. Piers and Miss 
Kearney. 


L. Callahan, B. D. Davies, W. B. McCurdy, W. King, W. F. 
Cotter and ‘“‘Bill’’ Allen, all of Good Mfg. Co., of New York 
City.—From ‘‘Domestic Engineering’’ Photo. 


- 


Quite in keeping with their prominence as convention ex- 
hibitors, was the handy position of the booth of the 
Central Foundry Co., of New York City. “F. & W.” 
httings together with the “Leadlok” joint and the “S. X.” 
“7-11” traps of the Essex Foundry, of Newark, N. J., 
were featured. C. W. Presdee, advertising manager ot 
the company; W. A. Crotty, C. Starzman, Sigurd Oors 
and J. Kitchen, took the opportunity to introduce to their 
visitors the proposed alliance of the Central and Essex 
organizations. 

Everyone is well acquainted with the accomplishments 
of “X” Liquid, but Louis J. Stern, general sales manager, 
of the X Laboratories, of Boston, Mass., who discovered 
the mystery, told the delegates just what happens inside 
the boiler when “X” is on a repair job. The company 
had a well-appointed booth in the forward corridor of the 
exhibit hall. 

The display of the “Duro” residence water supply sys- 
tem and the Alamo farm lighting plant, attracted wide at- 
tention among the delegates, at the booth of Burnett- 
Larsh Sales Co., of New York. They were especially 1m- 
pressed with the trade extension possibilities of combin- 
ing small unit lighting systems and other electrical equip- 
ment with their regular lines. On hand to explain the 
merits of their systems were: C. A. Kuebler, sales man- 
ager, of Dayton, O.; S. A. Brown, New York manager: 
H. Lauman, Long Island distributor, and J. LeRoy Wil- 
son, New Jersey distributor. 

In line with the progressive policy of the Glauber Brass 
Mfg. Co., of Cleveland, O., was a comprehensive display 
of its new “Underim” bath fitting and other specialties. 
Visitors at the booth quenched their thirst at a Glauber 
“Practicool” drinking fountain. L. A. Fisher, of New York. 
W. M. Wuesthoff, from the Pacific Coast territory, and 
Leo Bernstein, of the Philadelphia branch, were on hand 
at all times, and told how to sell bubbling fountain equip 
ment to factories. 
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EXHIBITS AT THE MASTER PLUMBERS’ 


Burnett- 


1. Good Manufacturing Co., New York City.—2. Central Foundry Co., New York City.—3. X Laboratories, Boston.—4, 


Larsh Sales Co., New York City.—5. Glauber Brass Mfg. Co., Cleveland, O. 
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Highly instructive and interesting were the discussions 
of H. S. Ashmun, manager of the Pipe Tool Division and 
H. Firneisen of the Greenfield Tap & Die Corporation of 
Greenfield, Mass., at that company’s booth. A feature among 
the company’s complete line of tools on exhibition, was the 
new “Greentield” Receder, which made its first appearance 
at a convention. 


Edgar Amole, of Reading Heater & Supply Co., Reading, Pa.; 
Clem Erisman, of Leader tron Works, Decatur, Ill.; H. Firneisen 
and H. S. Ashmun, both of Greenfield Tap & Die Corporation, 
Greenfield, Mass.—From “Domestic Engineering” Photo. 


“The strongest made” says the Hercules Chemical Co. of 
“Hercules” drain pipe solvent and they proceeded to prove 
it to the uninitiated throughout the three days _ session. 
Either H. Mitchell, A. Stahl or J. Stahl, the company’s 
president, was at the booth to do the explaining. 


A. Stahi, H. Stahi and H. Mitchell, all of the Hercules 
Chemical Co., New York City.—From “Domestic Engineering”’ 
Photo. 

“Sy” Martin of H. P. Martin & Sons of Owensboro, Ky., 
was equally at home at his company’s booth in the big ex- 
hibit hall of the convention as he is at state gatherings. 
In fact “Sy” can demonstrate the Martin vise stand any 
place, an accomplishment he contributes to the versatility 
of the stand. 

The booth of The Ellott Water Heater Co., Inc., of 
Brooklyn, N. Y., attracted a host of interested spectators at 
all times throughout the Convention. On exhibition for the 


Mr. and Mrs. W. J. Elliott, of the Elliott Water Heater Co., 
Brooklyn, N. Y.—From “Domestic Engineering’ Photo. 


first time was the company’s combination water heater and 
gas stove top, which, it is claimed, utilizes the surplus heat 
to heat and store water in the range boiler. Mr. and Mrs. 
W. J. Elliott were in attendance to explain the special 
features of the heater. 


ENGINEERING 


June ' 


The Leader Iron Works, of Decatur, LIL, effectively in- 
troduced the new Leader-Trahern affiliation in booth Four- 
teen, where the company’s “Leader-Trahern” shallow well 
water supply unit was in operation in connection with sani- 
tary fixtures. Clem Erisman of the company’s New York 
office explained the many features of the apparatus to 
those in attendance. 


Edward Hamman and W. M. Allen, both of the J. L. Mott Iron 
Works, Trenton, N. J. 


The line of Mott plumbing fixtures and accessories in 
attractive arrangement drew a host of visitors to the large 
booth of the J. L. Mott Iron Works. Among the feature 
attractions was the new “Oscilla” flush valve which was 
ably demonstrated by the company’s accommodating repre- 
sentatives. One or more of the following gentlemen were 
constantly in attendance: E. Hammann, second vice-presi- 
dent; E. L. Penfrase, assistant sales manager, W. M. Allen, 
Philadelphia, manager; D. B. Douglas of Philadelphia and 
|. E. Titzell of New York. 


WHo WANTS 
A CHANCE ON 
A WASHING 


MACHINE 


Hustling Haas, of Dayton, Gave Everyone a Chance. 


Philip Haas Co., of Dayton, O., displayed a few models 
of their line of closets under water pressure. The merits 
oftheir Firmo valve, which is a feature of their apparatus, 
of their Firmo valve, which is a feature of their apparatus, 
Philip Haas himself. Mr. Haas was always busy, as shown 
in the above cartoon. 

- (Continued on Page 588.) 
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EXHIBITS AT MASTER PLUMBERS’ CONVENTION. . 


1. Crane Co., Chicago.—2. Leader Iron Works, Decatur, Ii|.—3. Elllott Water Heater Co., Brooklyn.—4. J. L. Mott Iron Works, : 


Trenton, N. J.—5. Philip Haas Co., Dayton, O. 
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The Ultimate Buyer 
Pays for Satisfaction 


The fact that you are called in on the job for expert ad- 
vice means that he has faith in you. He expects “‘heat sat- 
isfaction. 


Give It To Him 


Give it to him through knowing that you have specified 
a perfect system—protected by perfect venting valves— 
the kind that you can guarantee for years to come, because 
you too, are guaranteed. 


Specify HOFFMAN VALVES 


They are designed by a man who could never get valve 
satisfaction until he made his own. 


They cost a little more because more has been built 
into them. 


But they do more. 


Once installed—you know that air venting troubles 
cease, and 90% of customers kicks—the ones that waste 
your time—cannot occur. 


You will meet a smiling, satisfied customer who is not 
going to forget your recommendations. You get the credit. 


Our fully illustrated catalog How 
will help you solve all complex Hrol 


HOFFMAN 


CHICAGO 512 Fifth AvenuegNE 
130 N. Wells Street 


No. 1 Hoffman Siphon Air Valve 
for Lcw Pressure Gravity One Pipe Systems. 


Mention Domestic ENGINEERING when writing advertisers. 
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Why You Should Specify 


HOFFMAN VALVES 


Venting Valves for Every Steam System 
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}Powing typical 


eHNEW YORK 


installations 
‘Problems in air venting. 


|\COMPANY, Inc. 


HOFFMAN Reasons: 


Hoffman Valves Keep Radiators Hot. 
Because the valve permits every cubic inch of air to escape 
so that the steam may enter and occupy all of the radiator. 


Hoffman Valves DO NOT Leak or Spit Water. 

The thermostatic member is a light, buoyant float that 
rises and effectually blocks any escape of water when it 
enters the valve. 


Hoffman Equipped Radiators are Noiseless—No Hissing 
or Hammering. As long as there is air in a radiator a 
Hoffman Valve stays wide open. There is full venting 
area for the air to escape quietly. When steam arrives 
the valve instantly shuts tight—there is no gradual con- 
striction with the attendant noise. 


Hoffman Valves are made non-adjustable. Built right— 
then thoroughly tested under abnormal conditions that are 
not usually encountered in actual practice. 


Hoffman Valves are guaranteed to function—just as de- 
scribed—for five years. Money returned without question 
if they do not. 


LOS ANGELES 
215 West Seventh Street 


No. 8 Hoffman Return Line Valve 
for Vacuum or Vapor Return Line Service 


Mention Domestic ENGINEERING when writing advertisers. 
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GARDEN PIER IS SCENE OF FINE EXHIBIT OF 
MODERN PLUMBING AND HEATING EQUIP- 
MENT. 


(Continued from Page 584.) 


Bridgman Bros. Co., of Philadelphia, on account of their 
newly acquired agency for the products of the John Douglas 
Co., of Cincinnati, Ohio, had an opportunity to put forth 
some constructive effort at the sanitary exhibit. A double 


F. J. Sommers, U. S. Grant and Charles M. Moore, all of 
Bridgman Bros. Co., Philadeiphia. 


booth in the main foyer contained a complete line of Douglas 
closets and lavatories. In constant attendance were: Fred 
J. Sommers, U. S. Grant of the company’s sales force and 
G. H. Wobensmith. 

Open house was kept at all times in the double booth of 
the National Tube Co., of Pittsburgh, where a display of 
“National” pipe ranging in size from one-eighth to thirty 
inches, proved interesting. In attendance to explain “Na- 
tional Tests” and “National” tube uses, which were also 
part of the display, were: W. L. Schaeffer, John M. Pen- 
ney, L. J. Gelshenen and T. W. Dugan. 


J. M. Denney and W. L. Schaeffer, both of National Tube Co., 
Pittsburgh, Pa.; F. A. Webb, of the Joseph A. Vogel Co., Wil- 
mington, Del., and Jas. F. Traynor, cf the Crown Die & Tool 
Co., Chicago. 

The standardized package of tank fittings, the feature 
product of American Pin Co., of Waterbury, Conn., was 
ably exploited at the exhibit by A. N. Pasman, the company’s 
mechanical engineer, and W. G. Hauser, advertising man- 
ager. Secretary W. W. Bowers arrived on Wednesday in 
company with Mrs. Bowers. 

The new “Atlantic” pipeless furnace, which made its 
debut recently as the product of the Atlantic Radiator 
Co., of New York, was featured at the handsomely ar- 
ranged booth of the Monmouth Plumbing Supply Co., of 
Long Branch, N. J. Another feature of the decorative 
scheme was the “Monmouth” special closet outfit. The 
popular and active president and general manager of the 
Monmouth organization was ably assisted by Ernst Stauch 
and Charles Rosencrans in taking care of callers. 
“Berkie’s” official police cards duly signed by chief 
of police of Atlantic city, proved practical and useful. 
Howard T. Gates, president of the Atlantic Radiator Co., 
ran down from New York to view the assemblage. 
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A fully equipped bathroom display was seen at the booth 
of the Kohler Co., of Kohler, Wis., in which the popular 
enameled ware of the company, including the well known 
Viceroy built-in tub, was shown in all its beauty. P. J. 
Lynch, manager of the Philadelphia office was in charge, 
ably assisted by Mr. McKenna, manager of the New York 
office, and Garland Mitchell from the home office. 


P. J. Lynch and Garland Mitchell, both of Kohler Co., Kohler, 
Wis.—From “Domestic Engineering” Photo. 


Three leaders of the products of the Thomas Maddock’s 
Sons Co., of Trenton, N. J., were attractively displayed in a 
novel manner. They were the Ariston closet, Madbury lava- 
tory and the Moderno combination. Set in relief against 
a pleasing blue background they presented an attractive and 
rich appearance. Joe Sullivan, the active advertising man- 
ager of the company, together with Lee A. Kelly, New 
York manager; “Dick” Lane, H. G. Miller and John Bitzer, 
Jr., of the sales force and John Kelly, superintendent were 
very much in evidence throughout the convention. 

The easy-cutting qualities of “Beaver” stocks and dies 
and pipe cutters were ably demonstrated at the booth of 
The Borden Co., of Warren, Ohio, by Fred Howe, vice- 
president and salesmanager, Miss Hilda Hope Howe, W. A. 
Phillis, advertising manager, Charlie Cromb and G. W. 
Warner. 
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George Warner, Charley Crome, W. A. Phillis and A. F. Howe, 
All of the Borden Co., Warren, O. 


A most attractive bathroom arrangement, beautifully fin- 
ished and furnished was shown at the double booth of 
Standard Sanitary Mfg. Co., of Pittsburgh. The company’s 
new built-in foot and sitz bath, which conforms in design 
to the well-known Pembroke and Woodmere tubs, was part 
of the equipment together with distinctive Standard vitreous 
fixtures. R. H. Rebele was in charge of the display, while 
in another section of the booth a full line of Standard 
brass fittings was shown in attractive fashion under the 
direction of R. L. Ottke. Others of the Standard family on 
hand were: C. B. Nash, advertising manager; James |. 
Conran, general sales manager; Sig. B. Kling, George Kal!- 
fleisch and J. Charles Parry, manager of the Philadelphia 
branch. 

The Fords Porcelain Works of Perth Amboy, N. J., d'>- 
played a general line of sanitary porcelain ware. Edwin ©. 
Disbrow, general sales manager, and Abel Hansen, mon- 
ager, were present to explain the Fords products. 
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Visitors at the booth of Abram Cox Stove Co., of Phila- 
delphia, Pa.. saw that company’s lines of “Novelty” heat- 
ing boilers. ranges and tank heaters and “Fortune” gas burn- 
ing equipment. R. A. Patton, president; Evins IF. Glore, 
general sales manager, A. M. Hopwood, assistant salesman- 
ager, Oliver Mengle, Ir.. Harry Hoff, Trevor Leutze, G. A. 


W. V. Marshall, Oliver Mengle, Jr., and A. M. Hopwood, all 
of Abram Cox Stove Co., Philadeiphia.—From ‘Domestic En- 
gineering’ Photo. 


Lewis, W. V. Marshall and Tom Rankin were in attendance. 
\ feature of the exhibit was an instructive demonstration 
of the qualities of “Flex-O-Tuff” cast iron, the material 
used in the manufacture of all their castings. In addition 
the company was showing its new improved side feed boil- 
ers and tank heaters. 

A well located and artistic display of china and enameled 
fixtures was conducted by the Keystone Supply & Mfg. Co., 
of Philadelphia, Pa. Two booths were occupied by them, 
portions of which were devoted to the exhibition of the 
Mueller pipeless furnace, under the direction of A. B. Lad- 
der of the L. J Mueller Furnace Co., of Milwaukee, Wis., 
and a full line of brass work manufactured by the Repub- 
lie Brass Co., of Cleveland, O., in charge of Ben. Carl. 
Keystone men in attendance were: C. A. White, president: 
W. J. Hepburn and Conrad Muhly. 

The progressive trade extension idea was further im- 
pressed upon the delegates at the large well-filled booth 
of Haines, Jones & Cadbury Co., of Philadelphia. A 
“V & K” water system unit was on display, in connection 
with a good assortment of Hajoca fixtures and_ brass 
goods in operation under pressure from the system. An 
octette of live wires of the company’s organization, to 
greet their friends and tell them all about it, consisted of: 
J. Harvey Borton, president and general manager; Thos. 
H. Livezey, manager of the Philadelphia branch; George 
E. Kitson, William F. Lodge, Jr... H. Raymond Hurst, 
Seymour Barclay, Raymond C. Green and A. J. Phillips. 

The Rayder Products Co., of Philadelphia had something 
new to show the delegates at booth Fifty-six. The Transmit- 
()-Phone shown was able to locate anything in the way of 
leaks or stoppages and hidden pipes in the absence of any 
surface indications. An interesting feature of the demon- 
stration of the sensitiveness of the instrument, was the dis- 
tinct transmission of the sound, through a six-inch plank, 
of blood tlowing through the heart. The demonstration was 
conducted by Joseph RKayder, the inventor and F. R. Dates- 
man, treasurer of the company. 

That popular and cqnfirmed convention goer Harry Ros- 
enbaum, of the Standard Iron Works Inc., of New York, 
was again at the convention exhibit with his Standard 
portable vise-bench. The Standard, it was seen, now has; 
a new feature in a rapid adjustable extension table. Mr. 
Rosenbaum was ably assisted and escorted by Mrs. Rosen- 
baum, and from the number of orders they carried home, 
their exhibit was a big success. 

The attractive booth of Louis Greenberg of New York 
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City, stood out in bold relief in a pretty setting of wood 
land garlands and an animated display ot “black ware,” « 
home product of Atlantic City. Paul Heiland, the officis! 
ambassador from the home office, assured visitors that 


carload of real honest-to-goodness plumbing goods let! 
New York under express shipment, but he had a hard tin 
trying to make the statement stick. So, on Thursday |) 
was at the convention endeavoring to force the selectio: 
of Atlantic City for the next meeting. He expects to hav: 
the car through by that time. Henry Greenberg was al» 


on hand to help Paul. 


Cc. N. Wagenseller, W. N. Dill, Fred B. Mueller, Philip 
Mueller and W. F. Hennessey, all of the H. Mueller Mfg. Co., 
Decatur, ‘‘Domestic Engineering’ Photo. 


James B. Clow & Sons, of Chicago, featured their Mad 
den automatic closets and drinking fountains for schools 
and factories, Clow “(Giasteam” radiators and the Clow Pul 
letin, at booth Nineteen. Representing the company were: 
W. J. Spillane, sales manager; W. |. Latimer, manager 
of the New York office: W. B. Van Clausen and John ‘. 
Moore. 


William Bapst, Lee M. Keller and F. C. Allen, All of Trenton 
Potteries Co., Trenton, N. J.—From ‘‘Domestic Engineerny” 
Photo. 


Lee M. Keller, FF. C. Allen, W. J. 
general manager and J. A. Campbell, president, o! 
Trenton Potteries Co., of Trenton, N. J., greeted 
friends at booth Twelve, where several of the comp 


fapst, E. S. 
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china products were attractively displayed. Special features 
at the booth were “Si-wel-clo” combination, a new deep 
kitchen sink and a recently designed factory wash sink. 

“Quality Spells Economy” was the slogan at a well- 
appointed booth containing a sextette of Peerless vitreous 
china closet combinations together with Peerless lava- 
tories and closet seats, representative of the full line of the 


Mr. and Mrs. Geo. A. Caldwell, Harry F. Weaver, Harry B. 
Lentz, B. M. Mitchell and W. N. Fairfield, all of Peerless Selling 
Co., of Evansville, Ind.—From ‘‘Domestic Engineering’’ Photo. 


Peerless Selling Co., of Evansville, Ind. The company's 
“Silent Knight’? combination was a feature. Its merits 
were explained by Harry Weaver, general manager; Harry 
ly. Lentz, manager of the Philadelphia branch; Harry A. 
Lentz, B. M. Mitchell, of New York state; and George 
Caldwell and W. N. Fairfield, of the New England branch. 

The Compound Injector & Specialty Co., of Chicago, 
showed effectively the “Dehn” sanitary safeguards. Blue 
prints of their various apparatus were on display and dis- 
tributed among those interested. In attendance to further 
enlighten the plumbers, were T: I. McQuillan and George 
J. Dehn, president and inventor of the company’s products. 

J. D. Johnson Co., of Brooklyn, N. Y., under the auspices 
of their Philadelphia branch, maintained an artistic exhibit 
of sanitary fixtures. Charles Hinchman greeted visitors at 
hooth Twenty-four. Mr. Hinchman also explained the 
special features of the “Pressure-tite” water closet connec- 
tion, manufactured by him at Pottstown, Pa. 


John W. Fryer, of the New York Office of American Radiator 
Co.; Frank T. Phillips, of the Philadelphia Office of American 
Radiator Co.; Edwin F. Disbrow and Thomas Layden, both of 
Fords Porcelain Works, Perth Amboy, N. J.—From ‘Domestic 
Engineering’ Photo. 


Features at the booth of the American Radiator Co., were 
the company’s type A revertable flue boiler with integral 
metal insulated jacket and the “Arcola” bungalow heater, 
especially designed for cellarless residences, and the 
“Corto” design radiator together with many others of the 
company’s products. In attendance were John W. Fryer, 
manager of the New York show room, and F. T. Phillips, 
manager of the Philadelphia show room. 

A complete line of Stack water heaters confronted the 
visitors at the exhibit hall foyer, where the Stack Heater 
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Co., of Boston, held forth. .\ feature dwelt upon by E. S. 
Stack and G. M. Drady, who were in charge, was the dis- 
tinctive multiple distant and thermostatic controls which 
are a part of the Stack heater equipment. Also on ex- 
hibition and under operation were the company’s com 
bination faucet and relief valve and steam water heater. 
The latter were shown under working condition with the 
Riverside “Kopsteel” Boiler. 
Some Souvenirs of the Convention. 

From Joseph A, Vogel Co., Wilmington, Del., practical 
thermometers 

Burnett-Larsh Sales Co., New York City, paper cutters, 
whistles and fans. 

Abram Cox Stove Co., Philadelphia, ash trays. 

The Borden Co., Warren ©., age guessing cards. 


“Domestic Engineering” at the Convention. 
“Domestic Engineering's” headquarters were maintained 
in Parlor D, on the main floor of “The Breakers,” where 
delegates, manufacturers, jobbers, salesmen and_ their 
wives and children were always welcome. The room was 
decorated with the familiar orange colored balloons. A 


Business-Building Campaigns were Featured in Domestic 
Engineering's Booth. 


dusky attendant was on hand throughout the day to dis- 
pense punch from a large bowl, and an Edison talking 
machine was kept busy playing the latest songs and 
music. On one occasion from fifty to seventy-tive ladies 
invaded the parlor, and there was a busy time serving 
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“Bob” Wettstein Was ‘‘There”’’ with the Grin. 


glasses of the refreshing drink to all visitors. ‘The staff 
present consisted of F. P. Keeney, editor; KE. De Forest 
Winslow, O. T. Carson, F. S. King, Charles H. Bishop, 
A. F. Keveney, R. J. Wettstein and Charles G. Fundinger. 
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BOARDWALK BREEZES—HOT and COLD— 
ABOUT SUPPLY MEN, YOUNG and OLD 


Philip J. Faherty, president of the Lambertville Pottery 
Co., of Lambertville, N. J., was an ever popular guest at 
the meeting. Mrs. Faherty accompanied him. 

A novel stunt was staged by the live wires of the North- 
western Chemical Co., of Marietta, Ohio. F. R. Hall, 
president and general manager; V. V. Casey, district man- 
ager, and R. M. Tussing, of the company, distributed walk- 
ing sticks to the delegates at the Breakers on Tuesday 
morning. Each stick was tagged with a number and many 
sets of duplicates were in the lot. Holders of such dupli- 
cates were instructed to call for a pair of orders on their 


CANE : 
CANE! | 
Wants 
A CANE ? 


| 


7 


You Not Only Got a Cane, But Maybe a Hat, if You 
Were Lucky. 


favorite hatters, when they met. This kept the delegates 
busy between sessions hunting for their lucky brethren of 
the cane fraternity. Those reported as having cemented ac- 
quaintanceship with the canes, up to Thursday night, were: 
(. M. Harris, of Great Falls, Mont., and C. V. Kellogg, of 
Chicago; J. H. Jasper, president, and Alex. Brown, executive 
clerk of the Manhattan Association; and John Hawkins and 
his son, W. S. Hawkins. 

Louis Jones, the affable representative of the Philadelphia 
office of Richardson & Boynton Co., was at Atlantic City 
to view the party in the interests of his company. 

Ed. Smolka, of Manhattan, president of the New York 
Jobbers’ Association, has at last been stung by the con- 
vention bacillus. The Atlantic City affair was his maiden 
trip, and judging from his apparent enjoyment we will 
have him with us again. 

Frank T. Merwin, the well equipped entertainment com- 
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mittee of the Cooper Sanitary Mfg. Co., of Philadelphia, 
had a hat full of new ones for the boys which he let loose 
on ‘the boardwalk. 

Lieutenant Chas. R. Kimball also of Cooper Sanitary 
Mfg. Co., accompanied Mr. Merwin. He had just returned 
from overseas. 


President Frank T. Merwin and Lieutenant Kimball, both of 
the Cooper Sanitary Mfg. Co., Philadelphia.—From ‘‘Domestic 
Engineering” Photo. 


W. P. Yobst, of the Federal-Huber Co., made the trip 
from Chicago and remained for the finale. 

Paul Collins and Ed. Wilson make a popular duet at “The 
Breakers.” They were there in the interests of Fleck Bros. 
Co., of Philadelphia. 


Mr. and Mrs. Jack Cripps, of Eagle-Picher Lead Co., Cinci"- 
nati; Mr. and Mrs. Paul Helland, of New York City. 


The genial John T. Cripps, of the Eagle-Picher Lead 
Co., of Cincinnati, distributed useful note books to (the 
delegates, with the compliments of his company. He ws 
accompanied by Mrs. Cripps. 

George W. Collins, treasurer of C. F. Church Mfg. (o. 
of Holyoke, Mass., met an army of friends at the board- 
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walk convention. He was wearing a set of new flannels 
which rivaled the snowy whiteness of “Pyralin.” 

Arthur M. Crane, general sales manager of the New York 
Continental Jewell Filtration Co., of Nutley, N. J., arrived 


Geo. W. Collins, of C. F. Church Mfg. Co., Holyoke, Mass.; 
Robert Savill, of Thomas Savill’s Sons, Philadelphia; E. L. 
Delany, of Coyne & Delany, Brooklyn, and Norman Boosey, of 
Detroit.—From ‘‘Domestic Engineering’’ Photo. 


on Wednesday from some of the northern resorts, and was 
the “guest” of Fred Howe over night. For fear of slipping 
up on his seashore etiquette, Arthur made a collection of 
all the instruction and direction signs on the walls of the 
Howe suite, including a copy of the New Jersey state penal 
code, and held an executive session with himself before pro- 
ceeding to the Martinique that evening. 


Mr. and Mrs. George J. Dehn, and Mrs. C. W. Alcock, all of 
Chicago.—From ‘‘Domestic Engineering’’ Photo. 


Tom Cummins, as energetic as ever, was in the midst 
of the convention activities in the interests of the Roberts 
Filter Co. He _ discoursed fluently on “effluents” and 
“affluents.” 

John Kelly, New York manager of Pierce, Butler & Pierce 
Mfg. Corporation, couldn’t see why all the conventions are 
not held at the world-famed resort. After two weeks of it 
with the fitters and plumbers John was thoroughly ac- 
climated and was in favor of holding a convention of his 
own for another spell. 
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R. C. Bolsinger, secretary of Fowler & Wolfe Mfg. Co., 


of Philadelphia, stayed over from the Heating Contractors’ 


session, the previous week, to tell the plumbers all about new 
modes in wall radiation. 


| 


R. C. Bolsinger, Secretary of the Fowler & Wolfe Mfg. Co., 
Philadelphia, and Harry Rosenbaum, of Standard tron Works, 
New York City.—From ‘‘Domestic Engineering’ Photo. 


Just what happened to “Phoebe” Issertell, over the week- 
end following the Heating Contractors’ convention, no one 
was able to say, but he arrived at the Breakers early Mon- 
day chaperoning Bill Anderson’s hat and a million or so 
horse shoe mysteries. Unfortunately, fate turned against 


these innocent symbols of luck to “Izzy's” regret. It seems 
that one of the western delegates was down to the Black- 
stone Tuesday night. When returning to his apartment at 
four by the prescribed shoeless process, instead of finding 
his loving spouse in the land of Morpheus, as usual, she 
was sitting up deeply engrossed in attempting to unravel 
three of “Izzy's” trick horse shoes. Now, this. western 
fellow had been getting away with the four A. M. stuff 
for twenty-five years without being caught at it, and lays 
his calamitous misfortune of Wednesday morning directly 
at the door of “Izzy.” He was out after the perpetrator 
of the deed with a twelve-inch wrench, but the resourceful 
ambassador of the Sprague Electric Works managed to 
be missing. 


Robert Burns, of Sloan Valve Co., Chicago; Lee Kelley, of 
Thomas Maddock’s Sons Co., Trenton, N. J., and C. J. Moody, 
of Shur-Tite Mfg. Co., Cleveland, O.—From ‘‘Domestic Engi- 
neering”’ Photo. 


C. J. Moody, the affable representative of the Shur-Tite 
Mfg. Co., of Cleveland, made his debut in convention so- 
ciety at Atlantic City and the plumbers soon learned that 
the expressive name “Shur-Tite” applies to his company’s 
cement only—not to Moody. 

Edgar Amole was on the job with all his energy for the 
Reading Heater & Supply Co. 
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(harhe Haynes was a commutor resident at the con- 


vention. 
the home office of the Haynes Selling Co., in Philadelphia 
each morning at six, but he was back for the exhibit open- 
ing each day. His letter to “Dear Dad” relieved many 
ot the party of the strain of correspondence to the home 


folks. 


W. F. Latimer and W. J. Spillane, both of James B. Clow 
& Sons, Chicago; C. W. Stewart and C. V. Haynes, both of 
Haynes Selling Co., Philadelphia. 


The I. X. L. Pump & Mfg. Co.’s genial secretary, W1il- 
ham l. Grithths, came mighty near being photographed. 
‘. 
for three days waiting for an opportunity to snap him on 


kodakist was stationed at the pier entrance 


his daily visits there, but Griffiths 1s the same old efficient 
However, he had to row 
out to the end of the pier and back to do it this time. 
Rhodes and C. J. Hanson, of the Kokomo Sani 
tary Co., of Kokomo, Ind., were guests at “The Breakers.” 


camera eluder he always was. 


De Witt Cook, the genius and genial individual who 
directs the destinies of W. V. Egbert & Co., of Newark, 
N. J., came down tor the New Jersey state meeting and 
remained over for the big party. 

() W. Rice was still at the shore late last week. Oscar 
was down for the Heating Contractors’ meeting and re- 
maimed over to tell the uninitiated about the Rice iron bend. 


“Three Generations of Joes’’ that put the ‘‘Jo”’ in ‘“‘Josam,”’ 
Attending the Convention of the National Association of Master 
Piumbers, at Atlantic City, N. J. 


Jos. Hirshstein, the energetic president of the Josam 
Mig. Co., together with Mrs. Hirshstein, their daughter, 
Ruth, and son, Maurice, and W. G. Solomon, eastern 
manager of the company, motored to Atlantic City from 
Cleveland. 

A unique incident of the convention was the distribu- 
tion of a special convention edition of “Kohler Age,” 
published at Kohler, Wis., by the Kohler Co. The paper 
was dated June 16th and contained among its eight pages 
of interesting trade news, the greetings of the Kohler 
organization to the delegates at the annual gathering, 


Living at “The Breakers,” Charlie commuted to 
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which it pronounced to be one of the most important in 
the history of the association. 

Henry Gleichman, who has gained an enviable reputa- 
tion as a de luxe representative in the New York district, 
dropped down to pay his respects to his many friends and 
those of the Central brass Mfg. Co., of Cleveland. 

H. S. Bonner, sales manager of Warren, Balderston & 


L. N. Harris, H. S. Bonner and W. S. Bennett, All of Warren, 
Baiderston & Co., Trenton, N. J.—From ‘‘Domestic Engineering” 
Photo. 


Co., of Trenton, N. J., distributed neat and serviceable 
desk pads to his many acquaintances. 

Charles T. Byrne, of Chicago and Kokomo, Ind., presi- 
dent of the Kokomo Brass Works, spent convention week 
with his friends in company with Wm. Johnson, vice- 
president of that concern. After adjournment Mr. Byrne 
headed west to join Mrs. Byrne in Colorado. 

Mr. and Mrs. Charles Tschudin, of Brooklyn, N. Y., 
had many interesting discussions with the delegates and 
jobbers at the convention about china bath room fixtures. 
They distributed, Patriotic buttonhole emblems with the 
compliments of the Bay Ridge Specialty Co. 


Mr. and Mrs. Henry Greenberg, of New York City, and Wr. 


and Mrs. Charles Tschudin, of the Bay Ridge Specialty Co., 


Brooklyn, N. Y.—From ‘“‘Domestic Engineering” Photo. 


George J. Cornwall, manager of the Boiler Department 
of Hitchings & Co., of Elizabeth, N. J., was a welcome 
figure during the entire sojourn at the seashore. 

Edward G. Carpenter, of Walls, Owen & Stambach 
Co., Philadelphia, was on hand to greet his friends in the 
plumbing trade. 

The New York assistant district sales manager of the 


Dayton Pump & Mfg. Co., of Dayton, R. H. Pearse, had an 


opportunity to add to his rapidly growing list of trade 
friends while discoursing on “Dayton” water systems ar 
“Rapidayton” gasoline and oil storage systems. 
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John Moore, of the Sanitary Earthenware Specialty Co., 
of Trenton, was on hand to greet conventionites. 

Truman S. Foote, one of the most widely known figures 
in the trade, added his bit to the educational movement 
with instructive discussions of “Benedict Nickel” and 
brass pipe manufactured by the American Brass Co. 


Wm. Savill, of Thomas Savill’'s Sons, Philadelphia; John 
Moore, of the Sanitary Earthenware Specialty Co., Trenton, 
N. J., and Truman S. Foote, of American Brass Co., Waterbury, 


Conn. 


H. W. Coombs and J. H. Hanley, Jr., of E. B. Badger & 
Sons Co., of Boston, were present at the entire convention. 

Charlie Miller, of New York, and W. C. Jackson, of 
Philadelphia, both prominent members of the H. B. Smith 
Co.’s staff, were on hand for the convention. 

A distinguished visitor at the convention was G. Rizzoli, of 
Genoa, Italy. He was particularly interested in the sani- 
tary exhibit on the pier. He is maintaining a temporary 
office at 121 Madison Avenue, New York, and is officially 
in this country to acquaint himself with American plumbing 
manufactures with a view to their use in connection with re- 
construction work in Italy. His firm is A. M. Pattono & 
of Genoa. 

James W. Farrell, vice-president and ambassador extraordi- 


Mr. and Mrs. James W. Farrell, of Froelich Bros., Inc., Phila- 
delphia.—From ‘‘Domestic Engineering” Photo. 


nary of Froelich Bros., Inc., of Philadelphia, journeyed to the 
shore with Mrs. Farrell and met many of Jim’s old friends. 
\. A. Tomlinson, of the company, was also on hand. 

Joseph F. Evans, the popular president of the Eastern 
Supply Association, and director of the affairs of most 
of Wilkes-Barre’s industrial and tinancial institutions, in- 
cluding the Wyoming Valley Supply & Manufacturing Co., 
made a holiday of convention week at the shore, but lost 
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no opportunities presented to advance the interests ot 
trade extension, in which he is deeply interested. 

Laurence Cornelius, of the Wolverine Brass Works, had 
some interesting tales about army life to tell his friends. He 
had just been mustered out of Uncle Sam’s artillery service. 

Joseph B. Hetser, of the New York Branch of Pierce, 


K. K. Archibald, Eugene A. Pinchin and E. W. Aument, all 
of the Wolverine Brass Works, Grand Rapids, Mich.—From 
‘Domestic Engineering’ Photo. 


Butler & Pierce, Mfg. Corporation, is an old-time plumber 
of Williamsport, Pa. He and Mrs. Hetser motored from 
Williamsport to the convention. 

Captain T. Munro Dobbins, treasurer of the Camden 
Pottery Co., of Camden, N. J., came down to the as- 
sembly to recruit new members tor the recently organized 
Delaware Valley Trade Golf Association and incidentally 
had many interesting talks on “Capoco” ware. 

H. R. Kuehner, the ofhcial impressario of the Standard 
Tank & Seat Co., of Camden, N. J., arrived on Wednesday 
with an assortment of new compositions. -Hle and A. W. 
Stedman, president ot the company, managed to miss no 
One. 

Two members of the New England supply trade at the 
convention were George A, Caldwell and Walter N. leair 
held, who tour the upper Atlantic seaboard as Caldwell & 


Abel Hansen, President of Fords Porcelain Works, Perth 
Amboy, N. J.; &. C. Regester, of the Hoffmann & Billinus Mfg. 
Co., Milwaukee, and Joseph Hayes, of the United Brass Mfg. 
Co., Cleveland, O.—From “Domestic Engineering” Photo. 


l'airtield, in the interests of Peerless Selling Co., and United 
Brass Mfg. Co. 

W. G. Shafer, manager of the Syracuse branch ot 
Pierce, Butler & Pierce Mfg. Corporation, sojourned at the 
convention with Mrs. Shafter. 

James W. Barber proved capable and entirely equal to the 
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task of conveying a word of greeting to the many friends 
of the Ruud Manufacturing Co., of Pittsburgh. 

A. E. Kriebel, of the Vapor-Vacuum Heating Co., re- 
mained over after an interesting time with the fitters and 
did not return to Philadelphia until the convention closed. 


T. R. Datesman, of Rayder Products Co., Philadelphia; A. F. 
Howe, Vice-President of the Borden Co., Warren, O., and Mrs. 
A. F. Howe and Their Daughter, Miss Hilda Hope.-—From 
“Domestic Engineering’ Photo. 


The National Radiator Co., of Johnstown, Pa., was well 
represented at the convention in the persons of W. E. 
Tinker, who was recently appointed eastern manager, and 
Wm. J. Sipple, of the Philadelphia branch. 

R. D. Brooks, of the Worthington Pump & Machine 
(orporation, of New York, missed nothing on the board- 
walk, after having paid his respects to all the delegates. 

John Lytle, of Bailey-Farrell Mfg. Co., Pittsburgh, re- 
ceived the felicitations of his many friends at the con- 
vention upon his complete recovery from a spell of ill- 
ness. He had been at Atlantic City with Mrs. Lytle, re- 
cuperating for six weeks preceding the convention. 

James F. Traynor, one of the popular figures of many 
conventions, was on hand to tell the folks of the cutting 
qualities of the Crown Die & Tool Co.’s products. 

A fine exhibit of geniality and hospitality was main- 
tained in the interests of Pierce, Butler & Pierce Mfg. 
Corporation, by the entire staff of the Philadelphia branch. 
The representatives present were E. H. Giles, manager ; 
C. W. Furman, L. T. Fest, R. C. Strong, H. G. Walther, 
R. S. Auffort, J. B. Hemphill and H. D. Stewart. 

James P. Rogers, president of Rogers-Ebert Co., of East 
Orange, N. J., came almost direct from the battle ground of 
France to the convention. He had just stepped out of the 
uniform as Pershing’s aide and had a busy time during the 
three days’ reception of his old friends. 

Albert F. Gabell, of Philadelphia, ran down on Wednes- 
day in the interests of the Woodward-Wanger Co., and re- 
mained for the rest of the show. 

D. H. Wyatt, of The Wyatt Engineering Co., and John T. 
Rice, field commissioner of the Vitrified Pipe Manufactur- 
ers’ Association, of Akron, Ohio, were on hand to greet 
their friends in the trade. 

Robert Burns, of the New York Branch of Sloan Valve 
Co., was on hand to enjoy the convention. He will open a 
new office for his company in Philadelphia on July 1st. 
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Horatio S. Fife was again at the National Convention. 
He made a real early start on Tuesday and called it a day 
after the “Home Sweet Home” finale in the Egyptian Room 
on Thursday night, “hfeing’ for the Kitson Co., of Phila- 
delphia. 

A thorough enjoyment of the convention was experienced 
by Leonard G. Paine, manager of the Philadelphia branch 
of C. A. Dunham Co., of Chicago. 

A. E. Vastedo was at the convention in his new capacity 
of manager of the boiler department of Lord & Burnham 
Co., of Irvington, N. Y. 

C. C. Badger, special representative of Riverside Kopsteel 
riveted and brazed boilers and the Riverside Boiler Works, 
Inc., of Cambridge, Mass., attended the gathering and added 
to his long list of friends. A sample of the Riverside prod- 
ucts was on exhibition at the booth of the Stack Heater Co. 

William Speakman, the successful lieutenant of Union 
Radiator Co., of Johnstown, Pa., was in attendance and met 
many of his friends. 

Louis Wheelwright, the filtration specialist of New York, 
arrived late Tuesday night, but not too late to get an early 
start in the social proceedings Wednesday morning. Louis, 
as everyone knows, is the New York representative of the 
New York Continental Jewell Filtration Co., of Nutley, N. J., 
and the whole show of the Louis Wheelwright Co. 

Both Harry E. Speakman and Joe Woods, of Speakman 
Co., of Wilmington, Del., were kept busy for three days 
paying their respects to their host of friends in the trade. 

Jim Weaver and H. J. Kleinman, respectively, New 
York and Philadelphia managers of the Central Tube Co.. 
were rather late arrivals, but it developed that they had 


Trenton, 
N. J., and ‘‘Scoop”’ Monument Pottery Co., of 


Trenton, N. J. 


Goeke, of the 


been golfing their way down to the shore and on Friday 
morning they were seen heading toward Northfield for an- 
other round. 

John Kelly, of, by and for the Thomas Maddock’s Sons 
Co., made his usual early appearance. To many the sunshine 
would be missing from these national gatherings without 
him. 
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HEATING and PIPING CONTRACTORS 


HOLD THIRTIETH ANNUAL CON- 
VENTION in ATLANTIC CITY 


Features of Meeting Are Presentation of Splendid Papers by 
Officers and Excellent Addresses by Prominent Speakers 


HOSE who had the good fortune to attend the thir- 

tieth annual convention of the Heating and Piping 

Contractors’ National Association, held in Atlantic 
City, Friday and Saturday, June 13th and 14th, will remember 
it particularly, because of the excellent and most constructive 
reports presented by their president, secretary and board of 
directors. These papers, which are reproduced in_ part, 
brought out the splendid progress that has been made dur- 
ing the past year and of the untiring efforts that have 
been exerted to make the organization more valuable to its 
members. 

The informal discussion that took place, was also of a 
helpful character to all those in attendance, and in addition, 
two fine addresses were made. F. W. Herendeen, secretary 
of the National Boiler and Radiator Manufacturers’ Asso- 
ciation, read a paper on “State Legislation Relating to the 
Inspection of Low Pressure Heating Boilers and the Licens- 
ing of Firemen or Engineers to Operate Them,” and an ad- 
dress on “Labor Unions and the Law,” by Walter Gordon 
Merritt, counsel for the Anti-Boycott Association of New 
York, which were listened to with much interest and heartily 


P. W. Schneider, Utica, N. Y.; C. L. Danforth, Buffalo, N. Y.; 
H. L. Roberts, Philadelphia; Edmund Grassler, Milwaukee, and 
Stewart A. Jellett, Philadelphia.—From ‘‘Domestic Engineering”’ 
Photo, taken at Atlantic City, N. J. 


applauded on their completion. As usual, a good program of 
entertainment was arranged, and the ladies were well taken 
care of by those past masters in this art, J. B. Garfield and 
W. G. Le Compte. 
Friday Morning Session. 

The singing of “America” by the assembly marked the open- 
ing of the convention proper on Friday morning, and re- 
flected the spirit which guided the deliberation of the mem- 


bers. 


Lewis L. Mathews, tax collector of Atlanti¢ City, in the 
absence of the mayor, extended the delegates a hearty 
welcome to the seaside playground, and President Edmund 
Grassler, of Milwaukee, who presided throughout the meet 
ing, proceeded immediately to the business at hand. 


John Mosner, Syracuse, N. Y.; H. J. Brandeles, Utica, N. Y.; 


Cornelius Dwyer, Amsterdam, N. Y.; Wm. H. Oakes, Boston, 
Mass., and John T. Bradiey, St. Louis, Mo.—From ‘‘Domestic 
Engineering’ Photo. 


President Grassler’s Report. 

Mr. Grassler’s lucid report of the activities of the asso- 
ciation, during his administration proved interesting and 
instructive. He said in part: 

“It is gratifying to be able to report that, in spite of 
the abnormal conditions which have harassed our business 
as much as any during the past few years, our member- 
ship is greater than it was a year ‘ago. 

“An especially gratifying circumstance in that connection 
is that the important cities of Chicago and Cleveland are 
now members, and we extend to the heating and piping con- 
tractors of those cities our cordial congratulations, with 
the very positive assurance that they, as well as the Na- 
tional Association, will tind that both parties are gainers. 

“It is further pleasant to announce that we are in a more 
prosperous condition, financially, than ever before. 

“Regarding our change of name, it was considered that 
the form of ‘Heating and Piping Contractors’ National As- 
sociation’ was better sounding, fully descriptive, and could 
be construed to cover more ground—a necessity imposed by 
modern developments of our business and its attendant side- 
issues, and by conditions which, when the original title was 
adopted, had no existence. It is pleasing to note that the 
change seems to have met with general favor and accept- 


ance. 
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“More and more, as the years go by, the ever present and 


broadening value of such an organization as ours. is im- 


pressed upon us. More and more we come to appreciate 


it receives, from its con- 


effort could ever 


the greater value each member of 
certed efforts, than any individual attain. 
The measures tending to eliminate unfair competition; to 
secure the enactment of just legislation in matters affecting 
our business interests; the more comprehensive and definite 
knowledge of labor conditions and tendencies, of market prices 
tor materials, of freight rates and shipping regulations, the 
interchange of experience as to shop rules, working condi- 
tions and prices, and the more accurate understanding and 
wider application, every season, of how to properly adjust 
etc. <All of these 
are brought to the 


costs, overhead expenses, innumerable 


ramifications of each of them, under- 
standing of every member in a manner that no single mem 
ber who rehed upon his own efforts alone could ever ac- 
complish. 

“| think it 1s in order for me at this time to place especial 
emphasis upon one of the points to which | have just now 
referred. That is the need of a comprehensive, workable 


and ethcient cost system. My reason is that I believe it to 


be an essential necessity for every business man, but it is 
one, that, in spite of the stress that is frequently laid upon 
it, that is far too often neglected. There is, far too much 


of an inclination to rely upon the old-fashioned, rule-of- 
thumb method of computing costs and prices, and it is both 
fallacious and costly. The recognized 


system, even if it be not the best, will be better than none; 


installation of any 


Delegates and Guests Attending the 30th Annual Convention of the Heating and Pipin 
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and without it, no business man will ever know exactly where 
he stands, or what percentage of protit or loss his business, 
or any section of it, means to him. 

“This one thing alone, if it could be once brought into 
general use, would do more than anything else to do away 
with one of the most unsettling and destructive evils with 
which we have to contend—that of cut-throat competition. 
The man who recklessly under-bids on a contract, without 
having tigured out how his costs for material, freight, labor. 
overhead expense and so on, are goimg to work out, is simply 
He is an agent of de- 
who both the business and 

He is cutting his own throat, as well as his 


taking a blind and foolish gamble. 
moralization influences for evil 
its customers. 
competitor’s but it is remarkable to note how hard it is to 
make some men believe it. 

“But with the matter of costs must be coupled the matter 
of quality. The question of quality 1s very important because 
of the fact that reputation 1s based upon quality of goods and 
service; from that source all the other branches of the bus1- 
ness tree derive their most sustaining nourishment. You 
can’t figure the worth of a well pleased customer in dollars 
and cents, but he’s a mighty valuable asset all the same, and 
that is the kind of asset that 1s the mainstay of every pros- 
perous business. 

“Get this fact firmly fixed in your mind, and don’t let 1t 
though important, is not the first thing 
your customer. It is the 


go. That “price,” 
to consider, either for you or 
“quality” that counts, and the quality of the work you do 
and the service you render that will stick in a man’s mind. 


Contractors 
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“Apropos of standardization we find it is always being 
expansively applied im new directions. The value of the 
method as applied to parts and fittings 1s now established 
beyond all questioning and I would call your attention to the 
published chart showing the 1915 United States Standard 
Schedule of Flanged fittings and Flanges. The schedule 
has been adopted by a joint committee of this association, 
the American Society of Mechanical Engineers and the Com- 
mittee of Manufacturers on Standardization of fittings and 
Valves. It is also approved by the Bureau of Standards 
of the Department of Commerce of the United States Gov- 
ernment. 

“Another matter, wherein the principle of standardization 
is most desirable, is that of a standard form of contract. It 
has been much discussed and often longed for. 

“A very important matter, to which | have made incidental 
reference, was that of legislation. Some most pernicious 
attempts have been made to introduce bills, the sole purpose 
of which seemed to be. to impose heavy and utterly needless 
expense upon house-holders who used low-pressure steam or 
hot water heating systems by requiring the employment in 
such cases of licensed engineers. The preposterous foclish- 
ness of employing a skilled and high-salaried engineer to run 
a system which might call for only a ten-pound pressure, or 
thereabouts, is obvious; but it was only by the concerted 
efforts of this association and the National Boiler and Radia- 
tor Manufacturers’ Association that all were eventually able 
to enlist the cooperation of some legislators who could aid 
us to eget the matter settled on a common-sense basis by 
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exposing the mischievous absurdity of the bills and = secur- 
ing their defeat. 

“In this connection | have been wondering whether we 
might not, with great advantage, institute a publicity com- 
mittee, of which the secretary and editor ot the ‘Official 
Bulletin’ should be an ex-otticio member. I believe that the 
establishment of a standing committee of publicity, such as 
we have now on Trade Relations, Membership and Stand- 
ardization, would meet a real need and render a definitely 
worth while service. 

“A recent number of the ‘Bulletin’ expressed some con- 
clusions on the matter of trade acceptances, and it is a mar- 
ter to which | think careful consideration should be given. 
\ summary of these conclusions makes it appear that the 
trade acceptance may be very serviceable to the manutacturer 
and jobber, but that construction contractors would do well 
to let it alone. The trade acceptance, given by the contractor 
to the manufacturer or jobber, must be met when due, but 
if the work 1s not yet installed—and serious delays are often 
due to causes utterly outside of the contractor’s control— 
he cannot collect from his customer for work not yet per- 
formed. So the arrangement would frequently be too one 
sided to be tair. There are many respects in which the trade 
acceptance may be useful in some lines of business, but the 
construction contractor is likely to find that there are many 
contingencies which prevent the plan being as useful to him 
as it might at first glance appear to be. In any event, if the 
contractor is tinancially able, he can gam every advantage 


the trade acceptance would offer by discounting his bills. 


National Association, Held at the St. Charlies Hotel, Atlantic City, N. J., June 13 and 14, 1919.—Photo by Atlantic Foto Service. 
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“In the conflict of interests with which we are now con- 


tending, the Stand taken by labor merits especial attention. 


Between employer and employe there has always yawned 
a chasm of mutual mistrust and misunderstanding. That 
chasm has never been safely bridged. Only by the com- 
bined efforts of both, inspired by a spirit of mutual tolera- 
tion can it be. The theory of trade unionism is a sound 


The Venerable Sergeant-at-Arms John C. F. Trachsel and Wm. 
H. Anderson, both of Philadelphia; and Mr. and Mrs. Geo. H. 
Drake, of Buffalo, N. Y.—From “Domestic Engineering” Photo. 


one, and its influence, in securing a more equitable relation 
between employer and employe than formerly existed, is 
unquestionable, but it makes for discord rather than har- 
mony when some of their leaders use their power with too 
autocratic a disregard of any claims or rights, other than 
those they choose to claim for themselves. 

“Our thanks are due to the members of the trade press, 
who compliment us by the presence of their representatives 
today. We are all interested in their accounts of our pro- 
ceedings and are not less appreciative of the service they 
render us by the volume of instructive matter and helpful 
comment their various journals so freely furnish through- 
out the year. 

“It is, also, a pleasure to extend a greeting of hearty wel- 
come to the manufacturers and their representatives. At 
every open session we trust to see you with us, and we want 
you to feel at perfect freedom to participate in the discus- 
sion of any matter that may arise, in which your interests 
are concerned. It may be that some of you can enrich the 
meeting by a suggestion that is helpful, just as—at least so 
we trust, some of our experiences may be of service to you. 
We are continually being called upon for information that 
is of value outside of the limits of our own organization, 
and we are especially approached by other national associa- 
tions to co-operate in some matter, the benefit of which is 
not confined to our business limits, but is helpful to the pub- 
lic at large. So don’t be afraid to speak “right out in meet- 
in’”’ if you’ve anything to say. 

“My election to the presidency of this organization last 
year was a signal honor, which will henceforth form one of 
my most cherished memories. My term of office, though a 
hit strenuous at times, and filled with many perplexities, 
has been a pleasure, and the more pleasant for the intimate 
friendships to which it opened the way. I have tried my 
best to justify the confidence of those I represented. If my 
efforts have gained their approval, it is as full a reward as 
I desire. 

“T thank you.” 
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F. W. Herendeen’s Address 

l'rederick W. Herendeen, secretary of the National Boiler 
and Radiator Manufacturers’ Association, addressed the 
morning session on “Legislation As It Affects the Heating 
and Piping Industry,” as follows: 

“On June 30th, 1916, I had the pleasure of reading to you 
at your Convention, in Atlantic City, the Constitution and 

sy-Laws of The National Boiler and Radiator Manufac- 
turers’ Association, and briefly related some of the activities 
of our Association. At that time, I stated that we were 
keeping track of laws proposed in various states bearing on 
the compulsory inspection of low pressure boilers; and laws 
rendering necessary state licensed firemen to attend to low 
pressure heating boilers. 

“Inasmuch as state laws directly and vitally affect your 
industry and our industry—for we are intimately connected— 
I desire, in this paper, to emphasize what seems to be po- 
tential dangers in proposed legislation requiring the inspec- 
tion of low pressure heating boilers and licensed firemen 
to operate them. I believe that deep consideration on your 
part as well as ours should be given to these measures. 

“(Comparatively speaking, a few years ago, few laws had 
been written on state statute books that in any way com- 
pelled state inspection of low pressure heating boilers; and, 
as far as I am aware, no law has been written that requires 
low pressure heating boilers to be attended by a state 
licensed fireman. 

“In fact, this great industry of low pressure heating, which 
is of comparatively recent date, has steadily progressed up- 
wards in efficiency, by means of the brilliant brains applied 
to the correct installation of low pressure heating boilers, 
and the many important physical as well as fuel saving im- 
provements in the construction of boilers and radiators made 
possible by the desirability of cast iron as a metal to con- 
struct them of. 

“It is of interest to note that, perhaps, upwards of two 


J. McC. Moffett, Vice-President of the Urbauer-Atwood Heat- 
ing Co.; T. J. Hester, of the Hester Bradley Co., both of St. 
Louis, Mo.—From ‘“‘Domestic Engineering’’ Photo. 


million low pressure heating boilers were functioning this 
past winter, bringing comfort and happiness to homes 
throughout the United States. Therefore, fundamentally, 1t 
would appear rather preposterous to believe that suddenly an 
enormous danger to life and property because of low press- 
ure steam boilers had arisen. Frankly, I do not believe any 
such danger exists. But, there seems to be a growing feel- 
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ing that states desire to write laws compelling annual in- 
spection of low pressure heating boilers at a fee of from 
$2 to $10 a year; and to require the owner of low pressure 
heating boilers to have them attended by licensed firemen. 

“I believe in the majority of cases where this proposed 
legislation has been introduced, the real reason is not be- 
cause of the danger of the apparatus, but because of 
the fact that the State Inspection Department desires to per- 
petuate itself, politically; and, in order to do so it must 
introduce income-producing bills, which, if passed, allow 
more inspectors. In the final analysis, I believe, the reason 
that licensed firemen bills are being introduced is not because 
low pressure heating boilers require licensed firemen, but 
because licensed firemen are supposed, by reason of state ex- 
arination, to know more about a boiler and, therefore, en- 
abled to command a higher wage. 

“The American Society of Mechanical Engineers prepared, 
as you know, after a number of years of serious thought, 
a Code describing how pressure contained vessels should 
be constructed. 

“Part 1, Section 2, of this Code applies to boilers used 
exclusively for low pressure steam and hot water heating 
and hot water supply. Paragraph 338 of this section states: 

“‘The maximum allowable working pressure shall not 
exceed 15 Ib. per sq. in. on a boiler built under these rules 
to be used exclusively for low pressure steam heating.’ 

“Four years ago, our Association took the position that 
low pressure steam heating boilers carrying a pressure of 
15 Ib. per sq. in. or less; and hot-water heating boilers and 
hot-water supply boilers carrying a pressure of 30 Ib. per 
sq. in. or less should not require state inspection, and should 
not require licensed firemen to operate them. This position, 
which must commend itself to you, has been the position 
that we have steadily adhered to ever since. 


Frederick J. Weider and Oscar W. Rice, both of Rochester, 
N. Y.; W. G. Fraser, of Buffalo, and H. W. Jones, of Rochester, 
N. ¥Y.—From ‘‘Domestic Engineering’’ Photo. 


“As the result of insistent, persistent and consistent op- 
position on our part to state bills requiring the inspection 
of low pressure heating boilers and the licensing of fire- 
men, together with the splendid support and sympathy given 
to our platform by the members of your Association and 
craft through your Secretary and by the Society of Ameri- 
can Florists and Ornamental Horticulturists, we have been 
able, very largely, to resist passage of these bills. 
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“Believing that concrete examples of some fhity or sixty 
bills introduced into various state legislatures this year will 
be of much interest to you, I will trace the history of four 
bills introduced into four state legislatures widely separated 
geographically. 

“January 24th, 1919, Senator Carr introduced into the 
California legislature, Senate Bill No. 569. 

“*An act to provide for the periodical inspection of steam 
boilers and air pressure tanks, with certain exceptions, oper- 
ated in this state; requiring a permit, to be issued by the 


Delegates and Guests on the Steps of the St. Charlies Hotel, 
Atlantic City, N. J.—From ‘“‘Domestic Engineering’’ Photo. 


Industrial Accident Commission, for the operation of such 
boilers and tanks, making it a misdemeanor to operate such 
boilers and tanks without such permits.’ 

“*Section 1 states that, No steam boiler or air pressure 
tank, unless exempted in the following section, shall be oper- 
ated unless there shall have been issued for the operation 
a permit.’ 

“Section 2. The following boilers and air pressure tanks 
are exempt from the provisions of this act: 

“*1, Boilers or tanks under the jurisdiction or inspection 
of the United States Government or operated by employers 
not subject to the workmen’s compensation, insurance and 
safety act of 1917, and acts amendatory thereof. 

“©. Boilers of twelve horse power or less, on which the 
pressure does not exceed fifteen pounds a square inch. 

“*3. Automobile boilers and boilers on road motor veh- 
icles. 

“4. Air pressure tanks on which the pressure does not 
exceed twenty-five pounds a square inch.’ 

“*Section 3. The Industrial Accident Commission shall 
cause to be inspected, internally and externally, not less fre- 
quently than once in each year, every steam boiler and 
internally not less frequently than once in two years, every 
air pressure tank subject to the provisions of this act.’ 

“Section 5. The Industrial Accident Commission shall 
fix and collect fees for the inspection of steam boilers cov- 
ered by this act, not exceeding $2.50 for each external in- 
spection, and $7.50 for each internal inspection a year.’ 

“Immediately upon receipt of this bill, I wrote Senator 
Carr that heating boilers are not rated in horsepower but 
are rated in the amount of radiation they supply; or, in 
other words, the number of radiators they heat; and stated 
the fact that the American Society of Mechanical Engineers 
in their code established the line of demarkation between 
a high pressure boiler and a low pressure boiler at 15 
pounds. Therefore, I asked for an amendment exempt- 
ing from inspection low pressure steam heating boilers 
carrying a pressure of 15 Ib. per sq. in. or less. 

“Senator Carr replied, under date of February 25th, 
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stating that Senate Bill No. 569 was introduced at the re- 
quest of the State Industrial Accident Commission as pre- 
pared by their attorney. 

“T then wrote the California State Industrial Accident 
(ommission, and received their reply stating they could 
not consider altering the provisions of the bill in question, 
to conform to my suggestions, as the bill was drafted and 


Edward Joy, Syracuse, N. Y.; Edw. C. Evans and J. B. 
Walker, both of Pittsburgh; H. G. Issertell, of Sprague Electric 
Works, New York City; J. H. Hutchison, Philadetphia, Pa.— 
From ‘‘Domestic Engineering’’ Photo. 


presented to the legislature after careful study of condi- 
tions that were brought to the attention of the commis- 
sion by its safety imspectors. The attorney of this state 
commission in this letter admitted that if all manufacturers 
were scrupulous in following the requirements of the A. S. 
M. E. boiler rules the necessity of inspection would be ob- 
viated so far as new installations were concerned. 

“Il immediately replied that our manufacturers were mak- 
ing and testing boilers in accordance with the A. S. M. E. 
Code; and, again, asked for an amendment exempting from 
inspection boilers built in accordance with the A. S. M. E. 
Code and carrying 15 Ibs. pressure or less per sq. tn. im 
steam. 

“In my letter of protest I pointed out the peculiar phrase- 
ology of the bill—now, please, observe this ingenious 
phraseology—in which the danger lies in Section 2, the ex- 
emption clause, which reads: 

“*Boilers of twelve horse power or less, on which the 
pressure does not exceed fifteen pounds a square inch are 
exempt from the provisions of this act.’ 

“T interpret this phraseology to mean that every steam 
boiler in the state of California, irrespective of size, would 
have to be inspected, for the reason that nowhere in the 
bill is horsepower defined; and I have been legally advised 
that the above interpretation is the only interpretation of 
the phraseology used. Therefore, as heating boilers are 
not read in horsepower every low pressure steam heating 
hoiler in California must be inspected. 

‘Because of the importance of this bill, I wrote various 
chambers of commerce, realty boards, distributors of boil- 
ers and radiators, the Society of American Florists, many 
of whom co-operated in a splendid manner by sending 
telegrams and letters to their local associations in Califor- 
nia and their members: and through your loyal and gener- 
ous support many letters and telegrams were issued by vour 
secretary to your California members. 

“These letters of protest resulted in many replies. The 
final termination of the combined sturdy resistance came in 
the form of a letter from the counsel of the Industrial Ac- 
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cident Commission of the state of Califormia, under date 
of March 3ist, reading as follows: 

“*Your letter of March 24th, together with telegrams re 
ceived from you, were presented by me to the chairman of 
the judiciary committee of the senate. 

“*You are advised that the Industrial Accident Commis- 
sion, upon mature consideration, has decided to abandon 
the efforts to amend the present boiler inspection law at 
this session of the legislature.’ 

“Othcially, April 19, 1919, this bill was killed in the house 
committee for this session. 

“The moral to be drawn from this bill ts: First, the 
potential strength that it had because it was prepared by 
the State Industrial Accident Commission of California; 
second, because under the ingenious phraseology, every 
boiler m the state of California would have to be inspected. 

“You will easily realize what an immense sum of money 
innocent householders would have been called upon to pay 
to the state to say nothing of the immense power vested in 
a state organization called the Industrial Accident Commis- 
sion, had this bill passed. 

“Let us now go cast to Massachusetts and consider Sen- 
ate Bill No. 334, a report of the Special Recess Committee 
on Workmen's Compensation. I must confess I never 
would have thought of reading a voluminous report of a 
Special Recess Committee on Workmen’s Compensation for 
an act relating to inspection, vet on page 43 of this report, 
under Appendix [D, is 

“*An act relative to the operation and imspection of steam 
boilers, air-tanks, hot-water heaters and other steam con- 
tainers.’ 

“Section 1. states, “All steam boilers and their appur 
tenances (excepting boilers of railroad locomotives, motor 
road vehicles, boilers in private residences, boilers in public 
buildings and in apartment houses used solely for heating, 
and carrying pressures not exceeding fifteen pounds per 
square inch, and having less than four square feet of grate 
surface or equivalent and boilers under the jurisdiction of 
the United States) air tanks and their appurtenances, hot- 
water heaters and their appurtenances, and all other steam 
containers and their appurtenances, shall be thoroughly in- 


Delegates and Manufacturers’ Representatives Enjoying a 
Sun Bath in Atlantic City, N. J.—From ‘‘Domestic Engineering’ 
Photo. 


spected internally and externally at intervals of not ove! 
one year, and no person shall operate or cause to be op 
erated any such pressure vessel not exempted by the pro 
visions of this section until it shall have been inspected 4 
hereinafter provided nor until the certificate of inspectio™ 
as hereinafter provided shall have been issued and so place 
as to be easily read in the engine or boiler room of th 
plant where such pressure vessel is located, except that such 
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certificate of inspection for a portable pressure vessel shall 
be kept on the premises and shall be accessible at all times 
and no person shall operate or cause to be operated any such 
pressure vessel not exempted by the provisions of this sec- 
tion at pressures in excess of the safe working pressure 
stated in the certificate of inspection hereinafter mentioned, 
which pressure shall be ascertained by rules formulated by 
the board of boiler rules of this commonwealth, and_ shall 
be equipped with such appliances to insure safety of opera- 
tion as may be prescribed by said board.’ 

“In this report under ‘Boilers.’ The Special Recess Com- 
mittee unanimously agreed that 

“*The hazard of boiler explosions is one which 1s not 
confined alone to the employes working around the boilers, 
but other employes and the public are exposed to this dan- 
ger.’ 

“The committee ‘believes that laws should be passed to 
safeguard industrial workers, as well as the public, in con- 
nection with steam boilers, air tanks, hot-water heaters and 
other steam containers.’ 

“Finally the committee ‘recommends an amendment to 
the present acts’ in the way of asking that Appendix D— 
the act which | have just read—be passed. 

“If this act was not of moment to our industry it would 
be ridiculous to think that all hot-water containers and their 
appurtenances should be inspected. Stop and think of the 
phraseology—‘all hot-water containers.’ Literally this means 
that every hot-water pipe, every hot-water fitting, every hot- 
water radiator, every loop, and even the tea kettle on the 
stove and, perhaps, the cook herself, would have to be in- 
spected. 

“This act was most carelessly drawn, but the powers con- 
ferred under the act would call for an army of inspectors, 


F. E. Geisler, Pittsburgh, President of Pennsylvania State 
Association; Mrs. Gelsier, and H. B. Pancoast, of Philadelphia. 


—From ‘‘Domestic Engineering’’ Photo. 


because nowhere in the act does the pressure on the hot- 
water container control. 

“Furthermore, under the proposed act, where four square 
feet of grate surface in a steam boiler in a public building 
is the controlling feature, you could hook up twenty boilers 
each of 3 9/10 sq. ft. of grate surface, and install them in 
public buildings or apartments without state inspection. 

“This bill was so crudely drawn that it died of its own 
momentum; but the danger of this bill, a bill sponsored by 
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a serious committee conterring great powers on the borer 


inspection department, has potential possibilities of tar reach- 
Ing consequences not only to your industry and ours but 
to the innocent owner. Furthermore, think ot the example 
to other states had Massachusetts passed this bill 

“Let us now consider Ohio Senate Bill No. 50, a licensed 
firemen bill, introduced by Mr. Sparks, to amend = certain 
sections ot the general code, providing tor the better pro 


tection of life and property against injury or damage result- 


E. S. Storm, ‘Vice-President of Hoffman Speciality Co., New 
York City; Jos. Barnum, American Radiator Co., and Mr. and 
Mrs. P. W. Schneider, Utica, N. Y.—From ‘‘Domestic Engineer. 
ing’’ Photo. 


ing from the operation of steam engines and boilers by in- 
conmpetent engineers and others. 

“This bill states under Section 1047, that ‘no person shall 
operate a stationary steam boiler or engine of more than 
hiteen horsepower without obtaining a license to do so as 
provided in this chapter. A horsepower as used in this 
section shall mean for cast iron sectional boilers one square 
foot of grate surface shall equal one and one-half horse 
power. No owner or user or agent of an owner or user of 
any such steam boiler or engine shall permit it to be oper 
ated unless it is directly in charge of 
neer.’ 


a duly licensed 


“Now, there you have it! One square foot of grate su 
face equals one and one-half horsepower; all boilers of ove: 
15 horsepower must have licensed.engineer. [nother 
words, every heating boiler, in the state of Ohio, having 
10 square teet of grate surface must have a licensed fire 
man, working three shifts a day to operate it. 

“A well-defined plan of opposition was immediately organ 
ized, and a meeting of the various interests concerned in 
this bill took place at Columbus, March ith. Present at 
that meeting were secretaries of local steamlitters’ associa 
tions, representative heating contractors all over the = stat 
of Ohio, secretaries of real estate boards from various cities. 
the president of the Ohio State Association of Architects, 
Professor Macgruder, dean of the Engineering Department 
of the Ohio State University. This meeting was organized 
as a dress rehearsal, and the various interests nominated 
speakers to object to the bill, at the public hearing before 
the labor committee, which took place the next night. 

“At that public hearing six speakers, representing various 
interests, presented their objections to the bill. The hear 
ing took place in the hall of representatives, and was so 


widely advertised, that some two hundred people. including 
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a large number of senators and representatives, so I was 
informed, in addition to the labor committee attended the 
hearing. The bill was defeated. 

“The greatest piece of constructive work, caused by this 
infamous bill, was the recognition on the part of prominent 
heating and piping contractors to the danger of pernicious 
legislation; and because of this danger they immediately 


John Rutherford and George T. Armitage, both of Atlantic 
City, N. J.; E. E. McNair, Sales Manager of the United States 
Radiator Corporation, Detroit, Mich.; William Anderson, Phil- 
adeiphia; Charles P. Hackett and Albert H. Ross, Philadeiphia 
and New York Managers, respectively, of the United States 
Radiator Corporation, Detroit, Mich.—From “Domestic Engi- 
neering" Photo. 


formed a well knit and put together state organization with 
a strong legislative committee, well hooked up, to immedi- 
ately bring pressure, and give consideration to future bills. 

“Why? Because it was readily recognized that a low 
pressure steam heating boiler of 10 sq. ft. of grate surface 
or more should not require a licensed fireman to operate it, 
working in eight-hour shifts. Had this bill passed, in the 
city of Cleveland, for instance, it was stated, over 5,000 
licensed engineers would have had to be employed. This 
number, multiplied by three—eight-hour shifts—would have 
meant 15,000 licensed engineers in the city of Cleveland 
alone. Stop and consider, gentlemen, what a tax would have 
been placed on our industry; what a premium would have 
heen placed on other methods of heating had this bill passed. 
This matter is of the gravest importance to you as well as 
ourselves. 

“There remains one other conspicuous example of drastic 
legislation; namely, Michigan House Bill No. 93, introduced 
January 23rd. I would ask your most careful consideration 
while I read this comparatively short bill, which ts: 

“*An act to provide for public health and safety in the con- 
struction and installation of power, warming and ventilating 
apparatus in buildings in the state of Michigan; to authorize 
the State Board of Boiler Rules to formulate a uniform 
code for such installations; to provide for the licensing and 
regulations of persons installing heating and ventilating ap- 
paratus; making an appropriation to carry out the provisions 
of such regulations, and to provide penalties for the vio- 
lation of this act and rules and regulations of the Board of 
Boiler Rules. 

“‘Section 1. The State Board of Boiler Rules created un- 
der the provisions of Senate Enrolled Act No. 78, Public 
Acts of 1917, is hereby authorized and directed to formulate 
rules and regulations for the construction, installation and 
use of power, warming and ventilating apparatus in build- 
ings of all types in the state of Michigan where power, 
warming and_ ventilation apparatus are to be_ installed. 


ENGINEERING 


June 28, 191" 


These regulations shall be in conformity with the best en- 
gineering practice for the design, construction, installation 
and use of chimneys and other apparatus for power, warm- 
ing or ventilating apparatus. | 

‘Section 2. No person, firm or corporation shall design, 
install, construct or use any apparatus covered by the pro- 
visions of this act without first obtaining a license from 
the State Board of Boiler Rules and otherwise complying 
with the provisions of this act and the rules and regulations 
formulated under this act. The license fee, required by the 
State Board of Boiler Rules under this act shall not ex- 
ceed ten ($10) dollars per annum. 

“Section 3. The rules formulated by the State Board 


‘of Boiler Rules shall become effective upon the approval 


of the governor and attorney general. Any alterations or 
revisions of the rules formulated by the Board of Boiler 
Rules shall not become effective until six months after 
their approval by the governor and the attorney general. 

“*Section 4. Any person, firm or corporation violating 
any of the rules and regulations of the requirements of the 
Board of Boiler Rules shall be deemed guilty of a misde- 
meanor, and upon conviction thereof, shall be subject to a 
tine of not more than one hundred ($100) dollars, or im- 
prisonment for not more than one year, or by both such 
fine and imprisonment in the discretion of the court. 

“*Section 5. The sum of five hundred ($500) dollars is 
appropriated for the printing and distribution of the rules 
formulated by the State Board of Boiler Rules. The chair- 
man of the Board of Boiler Rules shall sign all vouchers for 
expenditures under this act.’ 

“Under this bill, drawn by a member of the State Board 
of Boiler Rules, the people of the state of Michigan, were 
asked to sign a blank check, in favor of this state board, to 
formulate rules and regulations whereby the construction, 
installation and use of power, warming, and ventilating ap- 
paratus in buildings of all types where power, warming and 
ventilation apparatus are to be installed and no person, firm 
or corporation should design, install, construct or use—mark 
these words, please—any apparatus covered by the provisions 
of this act without first obtaining a license from the State 


J. A. Darts, W. A. Rogers and E. R. Bradley, all of Kewanee 
Boiler Co., Kewanee, ‘‘Domestic Engineering’ Photo. 


Board of Boiler Rules—the license fee not to exceed #1: 
per annum. 

“Any person. firm or corporation violating any of the» 
rules and regulations should be subject to a fine of $100, «' 
imprisonment for not more than one year, or by both s 
fine and imprisonment in the discretion of the court. 

“It is unnecessary for me to point out to this intellige:! 
body of men that, if this bill had passed, the State Board 
of Boiler Rules would have had vested in them abso/'ute 
power to pass on the construction, installation and use as 
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well as design of heating and power plants. A most dan- 
gerous power to confer on any state board. 

“From the examples cited, which are only four out of pos- 
sibly fifty or sixty bills introduced into various states this 
year, you will recognize that the great industry of low pres- 
sure heating is very seriously menaced by these crudely 
drawn measures, for the most part politically introduced, 
which measures, if passed, would have, I fear, a far reach- 
ing effect on this great industry. 

“Therefore, it is gratifying to realize that your association 
immediately recognized the inherent and troublesome fea- 
tures of the proposed bills, and worked harmoniously and 
successfully towards their defeat. If I may make a sugges- 
tion, I would strongly urge that your governing body create 
a special committee on legislation to whom attention may be 
brought of proposed state legislation, in order that the com- 
mittee may properly and immediately take such action as it 
may deem necessary to protect your interests. 

“From a commercial legislative bureau, at an expense of 
several thousand dollars, including fees and incidental ex- 
penses, our association is furnished with copies of all bills 
and their subsequent history bearing on matters referred tc 
in this paper. 

“It will be my continued pleasure, from time to time, to 
keep your secretary in touch with proposed vicious measures ; 
and, for the good of the cause, I most urgently appeal to 
each of you to make yourself a committee of one to resist 
improper legislation. Your industry is a great one and your 
co-operation will tell. State organizations carry great weight 
on state measures. Therefore, you as individuals and 
through your state organizations can bring great pressure 
to bear on state legislatures in resisting improper bills. 

“Our association, through our executive committee, at the 
present time, is working on—for want of a better name—a 
so-called model inspection bill, which, if necessary as future 
developments warrant, we may introduce into various states. 


E. H. Giles, John G. Kelley and W. J. Cox, of the Pierce, 
Butler & Pierce Mfg. Corporation, New York City.—From 
‘Domestic Engineering’’ Photo, taken in Atlantic City, N. J. 


“When we have, by the aid of imminent technical and legal 
advice, worked out this proposed bill in a satisfactory man- 
ner, our association will be glad to submit our findings to 
the governors of your association for their suggestions. 

“We believe this great question of inspection and firemen 
licensed laws should receive most careful attention and con- 
sideration. In leaving this thought with you let me leave 
another thought, namely, that low pressure steam heating 
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boilers carrying a pressure of 15 Ib. per sq. in. or less, and 
hot-water heating boilers and hot-water supply boilers carry- 
ing a pressure of 30 Ib. per sq. in., or less, should never be 
inspected by the state and should never require a licensed 
fireman to operate them. 

“If we all get upon this platform, I feel sure that we 
will be able to protect our industries, which are and must 
continue partners to the end of time.” 


Alexander Rose, Greenville, S. C.; C. P. Holcomb, of Pierce, 
Butler & Pierce Mfg. Corporation, Charlotte, N. C.; H. C. Hall, 
of the Charlotte Branch of the General Fire Extinguisher Co.; 
J. M. Hunt, of Greensboro, N. C.; J. V. Dermott, of Durham, 
N. C.—From “Domestic Engineering” Photo. 


The important subject of Trade Extension, which is oc- 
cupying the attention of the entire heating and allied trades, 
was introduced by William J. Woolley, chairman of the 
Publicity Committee in charge of that work. 

Mr. Woolley told his hearers of the origin of the move- 
ment and what had thus far been done by his committee and 
its proposed future activities. A big feature of the work 
will be to inform the public of the things it ought to know 
about the trade and instruct the men in the industry on busi- 
ness-getting principles. 

The members were all glad to see their ever-efficient and 
likeable sergeant-at-arms, John C. Fk. Trachsel, back on the 
job wearing his official badge of office. Mr. Trachsel has 
been missing from the past few conventions, due to ill-health, 
and the entire convention heartily joined in President Grass- 
ler’s offigial welcome to him just before adjournment. 

Friday Afternoon Session. 

The Friday afternoon session opened with the appoint- 
ment, by President Grassler, of the following committees: 

Credential: W. F. Hughes, Pennsylvania; Herman Appell, 
Ohio; F. S. Spencer, Minnesota; George Lavelle, Illinois; 
I}. MacKenzie, North Carolina. 

Appeals and Grievances: Charles Glennon, Illinois; H. A. 
Snow, Massachusetts; E. W. Mandeville, New York. 

Association Improvement: J. T. Dyas, New York; J. A. 
Ziesse, Michigan; M. L. Crowell, Ohio. 

Auditing: Wm. H. Curtin, New York; William L. Fleisher, 
New York; George M. Scott, New York. 

By-Laws and Rules for Convention Procedure: T. B. 
Cryer, New Jersey; R. J. Hoben, Pennsylvania; E. L. Stall- 
ings, South Carolina. 

Distribution of Reports: Elias D. Smith, New York; P. 
Gormly, Pennsylvania; Theo. Karr, Jr., Missouri. 
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Nominating (harles A. Geoghegan, New York; Frank 
Downey, Wisconsin; E. P. Ambler, Missouri; E. A. Wheeler, 
Maine; N. P. Bishop, Connecticut. 

Resolutions: Wm. A. Pope, Illinois; Chris. Sodemann, 
Missour:; George Kk. Smith, Colorado. 

Report of Board of Directors. 
\ lengthy report, of the activities and recommendations of 


J. P. Cooney, of Ford & Kendig Co., Philadeiphia; J. F. 
Fagan, Harrison, N. J.; Wm. E. Tinker, Eastern Sales Manager 
of National Radiator Co., Johnstown, Pa.; R. E. Warden, Gen- 
eral Manager of Sales, National Radiator Co.; J. J. Donoghue, 
Manager of New York Branch, and Chas. F. Morrow, Manager 
of Pittsburgh Branch, both of National Radiator Co., Johns- 
town, Pa.—From ‘‘Domestic Engineering” Photo. 


the Board of Directors, was then read by Chairman N. Lor- 
ing Danforth. It follows herewith in part: 


“Tf you asked me to review the most important work done 
last year by your board, | should without hesitation answer 
with a report of the activities of our War Service Commit- 
tee, adding also an account of our attendance as delegates 
to conventions held during the year by the Chamber of Com- 
merce of the United States of America. 

“At a meeting of the board, held January 13, 1919, a reso- 
lution was passed requesting the 1919 convention to con- 
sider the advisability of making a minimum rate of $10 
for our annual dues, and further suggesting to the conven- 
tion that steps be taken to have all our members re-rate 
themselves so that dues paid shall be in proportion to the 
average annual business, as provided in the by-laws. 

“At this same meeting the proposed income tax law, not 
then enacted, was discussed, particularly a clause requiring 
contractors on all Government work to submit full informa- 
tion regarding their contracts with a statement of costs and 
profits made. We sent a letter of protest to the Chamber of 
(Commerce of the United States of America and also the 
(‘ongressional Committees, which were then in conference 
on the proposed legislation. Many other organizations pro 
tested. The act as finally passed provided that certain in- 
formation regarding Government contracts should be = sub- 
mitted when requested by the Commissioner of Internal 
Revenue. 

“It is interesting to note that John C. F. Trachsel, of Phila- 
delphia, who tor many vears was our sergeant-at-arms, was 
elected an honorary member of our association on October 7, 


1918, 

“This coming year our Committee on Standardization will 
undertake to write a uniform specification, for various classes 
of piping work at different operating pressures. You all 
know that the American Institute of Architects had adopted 
a uniform contract and general conditions which precede the 
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detail specitications for a given job. There is no reaso: 
why specifications also should not be standardized. We took 
a big step forward when fittings and flanges were standard 
ized, and when we secured a untform rating for house heating 
boilers. A large percentage of the specifications for heatiny 
and power work are ambiguous, redundant and very often 
conflict in their requirements, especially when written b) 
scissor clipping clerks who understand little of what the, 
are pasting together. Certain branches of the Government, 
as well as some of the state and municipal architectural 
departments have adopted standard specitications as a basi. 
for contract work, and there is no reason why architects and 
consulting engineers should not work to a standard specttica 
tion. One engineer wants the pipe fitter to place the “dope” 
on the threaded end of the pipe, another inside the fitting and 
another, no “dope” at all. Test pressures on the completion 
of a piping job run all the way from working pressures up 
to bursting pressures. Few engineers know when to use a 
globe valve and when a gate, and many an argument has 
resulted from this one question. Most architects and engi 
neers, after spending six months in carefully designing a 
plant in all its details, allow the contractor seven hours to 
look at the plans, seven days to figure the job, and seven 
weeks in which to complete it under heavy penalty. Speci!) 
cations and plans show the capacity of a heating apparatu- 
as designed by the engineer, but the contract puts the guar 
antee for successful operation and complete responsibility for 
the design, upon the shoulders of the contractor. This is not 
legal, but most of us, as a matter of business policy, go to 
additional expense to make a job right, rather than avail 
ourselves of doubtful, legal protection. Surely there is room 
for more co-operation and for a more complete understand 
ing of each other’s problems between the architect or consult 
ing engineer and the heating contractor. The standardizatio: 
of specifications for work is unquestionably worth our best 
efforts. 

“On February 15, 1919, I was in San Francisco on bus! 
ness and met Mr. Scott, one of our local members, who very 
kindly arranged a dinner of the Master Steam and Hot Water 
Fitters’ Association of San Francisco. I met about twenty- 
tive of their members, only two of whom are members ot 
our National Association. At their request I took the op- 
portunity, after dinner, to tell these men something of the 
National Association, of what we have accomplished these 
past few years, and of the service which we rendered to our 
mentbers in many ways. I outlined briefly the work which 
the various locals were doing in our different eastern cities. 
They seemed very much interested in hearing about Milwau 
kee, Chicago, Boston and New York. I extended an invita 
tion to them to join us in a body, but no action has been 
taken up to the present time. They feel that if they pa 
the dues required by our by-laws, which are variable, being 
hased on the average annual business, that the cost to the: 
local would be considerable, as the local would pay the dues 
to the National of the individual members. They are, ©: 
course, a long way from our eastern activities. I feel that 
some plan should be devised so that we might build up 
strong local membership not only in San Francisco but 1) 
los Angeles, Portland, Seattle and other large western cit! 
These locals in turn could organize strong state associatio: 
and locals in the smaller cities. Perhaps this subject cou! 
be discussed at this convention, particularly in referenc: 
the dues, and some solution found to the problem. 

“One of the most important standing committees of 1 
association 1s the Joint Conference Committee between 
Master Plumbers’ Association and our association. Dur: 
the period of the war there was so much to be done direc 
and indirectly by the various members of this joint comn 
tee, that their meetings were suspended until such time as 
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problems of war and war service committees could be prop- 
erly laid aside and superseded by problems of peace. 

“That time having arrived and being especially desirous 
that this committee should start with the head of the pro- 
cession in matters pertaining to changed conditions, which 
are bound to vitally affect our respective crafts, the chairman 
called the committee together on Monday, April 14, 1919, at 
New York, with a view to continuing the work of this com- 
mittee. 

“Several subjects were taken up and acted upon as fol- 
lows: 

“It was the sense of all present that the existence of this 
committee should be given full publicity, therefore it was 
voted: That the secretary notify all associations whose in- 
terests are in any sense kindred to ours and with whom 
we are likely to come in contact, that this committee is now 
available for conference on any subject which may be thought 
desirable to be brought before it. 

“In discussion over the complicated form which corpora- 
tions are obliged to fill out, covering the federal income tax, 
it was agreed, that the time expended in getting together the 
required data, as demanded by the present form, was a real 
economic waste and entailed a very considerable expense by 
necessitating the hiring of auditors and public accountants, 
and many times supplementing this service by that of a 
lawyer. It was, therefore, further agreed that a simplified 
form of report is needed, which could be easily understood 
and made out by a bookkeeper, such as ordinarily employed 
by such firms as make up our respective associations. There- 
fore it was voted: That this conference committee bring 
this matter to the attention of their respective associations at 
their coming conventions, and request that some action be 
taken, looking to the securing of such changes in these 
forms, as would relieve our members of this unnecessary ad 
ditional work and expense. 

“The impropriety and unfairness of submitting informal 
bids was also discussed, and it was voted: That it is the 
consensus of this committee that in submitting bids on regu- 


f 


> 


M. G. Hook, Manager of the New York Branch of the C. A. 
Dunham Co., Marshalltown, lowa; C. J. Moody, of Shur-Tite 
Mfg. Co., Cleveland, O.; R. L. Fitch, of A. E. Martell Co., Keene, 
N H.; P. J. Dougherty, of the International Heater Co., Utica, 
N. Y¥., and W. H. Driscoll, of the Thompson-Starrett Co., New 
York City.—From ‘‘Domestic Engineering’ Photo. 


larly and properly drawn plans and specifications, membe- 
of our respective associations should adhere strictly to said 
plans and Specifications and refrain from submitting infor- 
mal bids, based upon the use of substitutes. 

“In relation to the distribution of literature, it was the 
opinion of the committee that printed matter of an educa- 
tional character should be sent out, at intervals, to all of our 
nembers, especially on the subject of ‘overhead expense.’ 
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“It was, therefore, voted: That Chairman Trainor and 
Vice-Chairman Oakes take under consideration the litera- 
ture that has heretofore been compiled and issued by this 
committee, and that the same, when revised and. edited. 
be again issued and sent out to the members of our respec 
tive associations. 

“It was also voted that the following matters he = sub- 
mitted by this committee to their respective conventions for 
consideration and action: 

“1. How payments on contracts may be so arranged that 


W. D. Harris, General Manager of Sales E. F. Glore, A. M. 
Hapgood and T. C. Leutze, of the Abram Cox Stove Co., Phil. 
adelphia.—From ‘‘Domestic Engineering’ Photo. 


the retained percentage shall decrease as the work approaches 
completion. 

“2 How specifications may be arranged so that work re 
quired for any trade shall be completely grouped under the 
heading for that trade and not scattered at random through 
out the entire set of specifications, 

“3. Continued advising of the feasibility and desirability 
of separating contracts for the mechanical equipment ot 
buildings (such as heating and ventilating systems, plumb 
my, sprinkler Systems, elevators, electric work, vacuum clean 
ers, etc.) from general contracts. 

‘4. The cost of Workmen’s Compensation Insurance 
should be charged up to the owner on all percentage or day 
work, as part of the cost, just as if is im making up esti 
mates for contract work. 

“5. There should be greater clarity im specifications, to the 
end that contractors. should not be expected to tix a detinite 
price for an indefinite operation and that “blanket clauses” 
shall be eliminated. 

“The Board of Directors of the Heating and Piping Con 
tractors’ National Association heartily endorses the recom 
mendations of the Joint Conference Committee just referred 
to, and urges that this convention discuss all of these mat 
ters in its open session, passing such resolutions as may be 
necessary to carry out the recommendations of the Joint (on- 
ference (ommittee. 

“The annual meeting of the (hamber of Commerce of the 
United States of America was held at St. Louis, Mo., April 
28 to May 1, 1919, and was attended by Messrs. Gunn, Gets- 
chow, Rutzler and Gombers, representing our National As 
sociation. 

“This convention offered an opportunity for our delegates 
to meet our St. Louis local association, who called a spe 
cial meeting for this purpose on Tuesday, April 29th. 
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“On the way East Messrs. Gombers and Rutzler arranged 
to stop off at Cincinnati, and there meet our members and 
non-members at a special meeting of the Cincinnati associa 
tion. 

“Your board of directors, at a recent meeting, decided to 
recommend to this convention serious consideration of a 
resolution which should place our National Association 
squarely on record as opposed to Government ownership or 
operation of our railway system, the telephone and the tele- 
graph. Also of a resolution opposing Government price 
regulation of any kind, or of any method of Government 
control of labor, either through War Labor Boards or Gov- 
ernment appointed Arbitration Committees. If these resolu- 
tions are adopted they should be forwarded to the Chamber 
of Commerce of the United States of America and to the 
proper Congressional Committee. Men of this convention 
the trouble with the business men of this country, today, i. 
that they leave too many vitally important questions to the 
politicians and law makers to settle instead of taking a per- 
sonal interest to see that proper laws are put on the statute 
books. As business men we cannot object to paying heav. 
taxes on account of the war, but it is our business to see 
that these taxes are fairly distributed over all men who de 
rive benefits from their citizenship. Furthermore, when we 
have paid our Government taxes those same amounts of 
money should not be subject to an additional state income 
tax, as is the case in New York state today. 

“We are optimistic as to the future of our business, but 
we need each other’s courage and counsel to bolster up that 
optimism. Prices for material are not going back to pre- 
war levels. They are high in comparison, but are not ont 
of proportion to manufacturing costs. Recent labor dis- 
turbances clearly indicate that labor is not satistied even with 
the present high level. Skilled labor, which enters so large}, 
into the cost of our heating plants, is going still higher. un 
less some miracle reduces the high cost of living. Should 
we not then do all we can to encourage the immediate re 
sumption of building construction, using these arguments to 
restore the confidence of prospective builders? The Cham 
ber of Commerce of the United States of America passed 
this resolution at its St. Louis convention: ‘The interests of 
the public require an immediate resumption of construction 
activities in order that the housing and other construction 
needs of the nation, necessarily deferred by the war, may be 
provided and that labor may find ample employment. The 
Federal Government, especially the railroad administration 
and the treasury department as well as state, county and 
municipal authorities, should proceed with public work wher- 
ever possible.’ Let us individually back up this resolution by 
the right kind of propaganda among our friends who con- 
template building, and among the architects and engineers 
with whom we do business.” ; 

Secretary Gombers’ Report. 

The report of Secretary Henry B. Gombers was then read, 
and follows herewith in part: 

“One of the most interesting subjects of any report 
is that of membership, and particularly if an increase in 
numbers is shown over a report for the previous year. 
On May Ist, 1919, we had 652 members, and on May 
Ist, 1919 we had 707 members. During the year there 
were 146 added and 91 dropped, the details of which are 
as follows: 

“Those added to our roll of members during the past 
year were credited to the States as follows: Colorado, 1; 
Connecticut, 1; District of Columbia, 3: Illinois, 113: 
Indiana, 2; lowa, 1; New Jersey, 1; New York, 4; Ohio, 
17; Pennsylvania, 2, and Wisconsin, 1, making a total ol 
146. 

“Those dropped from our roll of members during the 
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past year were from the following States: Colorado, 

(‘onnecticut, 1; Illinois, 5; Indiana, 6; lowa, 3; Kentuck) 
1; Maine, 2; Massachusetts, 5; Michigan, 8; Minnesota, 

Missouri, 5; New Hampshire, 1; New Jersey, 4; Nev 
York, 13; North Carolina, 1; Ohio, 4; Oregon, 2; Pen: 
sylvania, 3; Rhode Island, 3; Utah, 4; Virgina, 1; Wash 
ington, 1, and Wisconsin, 13; making a total of 91. Of the 
total number of 91 dropped from the roll, only 16 resigne« 
the others were either suspended for non-payment < 
dues, dropped by Local Associations, dead or bankrup: 

“The present membership is distributed throughout th: 
United States as follows: 

“In 12 States and the District of Columbia, in t! 
Eastern zone (East of the Eastern line of Ohio), 357. 

“In 16 States in the Central zone (from Western lin’ 
of Pennsylvania to the Rocky Mountains), 322. 

“In 4 States in the Western zone (all those states we-' 
of Rocky Mountains). 28. 

“This makes 32 States and the District of Columbia 
which we have membership, while there are no member- 
in the following states: Vermont, Delaware, Mary- 
land, West Virginia and Florida in the East. Alabama, 
Arkansas, Louisiana, Mississippi, Nevada, Oklahoma, 
South Dakota and Wyoming in the Central zone. Arizona, 
Idaho and New Mexico in the Western zone. 

“There is still a considerable number of contractor- 
in our line of business in the United States, who seem 
to fit Ben Butler’s description of the man who riding 
backwards in the car never sees anything until it gets 
by him. They evidently, do not see, and are at a loss to 
understand the good that comes from association work. 
But their lack of understanding, or even stand-offishness 
need not in any way disconcert the loyal men who are 
members of this Association. 


E. F. Glore, Sales Manager; R. A. Patton, President, and 
N. D. Harris, Western Manager; all of the Abram Cox Stove 
Co., Philadeiphia.—From “Domestic Engineering”’ Photo. 


“While you now have a very compact organizatio! 
there is room to grow in a healthy way, and it rests ver) 
largely with the present members as to how much 2n: 
how strong the Association can grow. An ifivitation 
join us, when exterded by a member to reputable co! 
tractors regularly engaged in the heating and pips 
business, ought to be made known to us at Nationa! 
Headquarters so that we can follow it up with co” 
munications of one sort or another. 
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“While on this subject, permit me to point out one un- 
fortunate situation that some times arises from lack of 
information. We occasionally receive a resignation from 
a member, who says he is so far from headquarters that 
the association does not help him, that while it may be 
of service to men in the East it cannot help him out in the 
far West where he is ‘isolated.’ 

“Never was there a more mistaken idea as to the limit- 
ation of the National Association in its work. We could 
quote case after case where more service has been ren- 
dered for members located at points far away from New 
York City, than for members in places much nearer to 
National Headquarters. 

“Just to illustrate, we cite the following: While co- 
operating with the National Boiler and Radiator Manu- 
facturers’ Association, on matters of legislation before 
several State Legislatures, we telegraphed or wrote, in 
some cases both, to the secretary of the local Association 
or to an isolated member where no local association ex- 
isted, in every city in any state where we had members, 
and called their attention to specific bills that had been 
introduced in their respective legislatures. Reference to 
part of this work was published in our ‘Official Bulletin.’ 

“In San Francisco we have only two members, and to 
those we made known the obnoxious Bill No. 569, intro- 
duced in the Senate of California. We also communicated 
with members in Los Angeles and Pasadena. This we 
followed by direct message to the representatives of 
the Committee of the California Senate, and, without 
going any further into details, will state that we have 
been advised that the bill would die in the committee to 
which it had been reported. 

“Just listen to closing paragraphs of a letter of April 
19, 1919, from the secretary of the San Francisco Associa- 
tion of Heating Contractors (which body is not affiliated 
with us): ‘Local interests feel guilty of being asleep at 
the switch in the above matter, and certainly owe thanks 
to the National Association.’ 

“Mr. Danforth, chairman of our board of directors, 
can tell you of his visit to San Francisco, and meeting 
with that local association on February 15th, 1919, before 
we had any knowledge of this legislation coming up. At 
that time, he set forth in no uncertain manner, the neces- 
sity for all representative contractors in our line to join 
with us in taking up, and at least attempting to solve, the 
problems that were sure to confront us during the season 
of uncertainty following the final making of peace. 

“Several communications passed between us, and it 
was hoped that ere this we would have been able to report 
the affiliation with us, of the San Francisco Local As- 
sociation, for there is a local heating contractors’ associa- 
tion in that city, the president of which is one of our 
members. 

“Just another reference to what we did for a member 
three thousand miles from New York. We received a 
letter stating that he had read an article in the October, 
1913, ‘Official Bulletin’ (sensible man that he was, to 
keep his ‘Bulletin’ on file), and reference was made there- 
in to a quotation from the ‘London Lancet’ concerning a 
method of ventilating battleships, and he very much de- 
sired to obtain a copy of that issue of the ‘London 
Lancet.’ 

“While we did not have on hand the issue of the Eng- 
lish publication, that fact did not phase us, for, in a 
comparatively short time, we obtained a copy from Lon- 
don as a result of correspondence with the engineer who 
wrote the article in question. Furthermore, we sent our 
member photographic reproduction of the pages of the 
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Jenkins Renewable Composition Discs are made of se\ 
eral compounds, each of which is best suited for some 
particular service and guaranteed for that service. 

The materials used in the manufacture of these discs are 
the best obtainable, and those which scientific research 
and actual use have demonstrated will give satisfaction 
ar maximum service in the uses for which they are 
made. 


Genuine Jenkins Renewable Composition Discs have been 
made for over 50 years. Their dependability has been 
demonstrated by actual use. 
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Manufactured and Sold By 


THE ARMSTRONG MFG. COMPANY 
284 Knowlton St., Bridgeport, Conn. 


New York Office: 248 Canal St. 


| 
PS, 
weal 
> 
: & > 
° 
JENKINS 
é 
y é % 
ad 
} 
‘ 
/ 
ls 
4 
4 
a 
‘ 
4 


MADDOCK 


Trenton, N. J. 


DOMESTIC 


Fixtures 


That 
Make 
Good 


=, on Every 


Patented May 8, 1917) J b 


CLOSET bowl, to give satis- 
faction, must possess not only 
neat appearance, but qualities that 
make for perfect operation and dur- 
ability. Al] these features are com- 


bined in 


MADDOCK 
Syphon Jet Closets 


They are made of best materials 
throughout. Designed along grace- 
ful lines. Have extra large water 
surface—deep seal. 


Maddock Closets are as quiet in 
operation as it is possible to make a 
closet. 


Two of our most popular styles 
are featured. Our complete line 
contains a variety of models to se- 


lect from. 


Write for interesting literature 


and prices. 
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Coal Port, 


No. 455 
(Patcnted May 9, 1917) 
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“London Lancet” which we ordered made by an attend- 
ant of the New York Public Library where we had access 
to the tile copy; and we are under the impression that thi. 
service was appreciated. 

“While many cases of similar service tor members 
could be cited, we will content ourselves by referring to 
an Inquiry as to the name and location of a specialist on 
laying out cooling plants for creameries; another inquiry 
as to what legal responsibility a contractor was under 
who installed an apparatus in accordance with plans and 
specifications prepared by a consulting engineer; another 


Frank C. Eckfeldt, of Bridgman Bros., Philadelphia, and the 
Case in Which He Carries His Orders; Christopher T. Scaife, 
of Peerless Heater Co., Pittsburgh, Pa.—From ‘‘Domestic Engi- 
neering’’ Photo. 


member asked what Court decision we had concerning the 
right to substitute an ‘or equal’ to the article named in 
specifications you know so well about. The last three 
inquiries just mentioned came from three different mem- 
bers in the same State more than a thousand miles from 
New York, and we furnished each with information, we 
either had on hand, or obtained with the assistance of 
one or more of our directors, or of our counsel, when 
legal matters were touched upon. 

“So, do not let any impression prevail that distance in 
miles from National Headquarters, is any barrier to ob- 
taining whatever help you are in need of, and which we 
are always willing to furnish you with, if we have it on 
file or that we can obtain if it is not right at hand. 

“We might mention in passing that a State Association 
has been formed in the State of Ohio, brought about by 
heating-contractors assembling at Columbus, the State 
capital, to oppose one of the bills introduced in the legis- 
lature of that State, which, if it had become a law, in the 
form proposed, would have been a menace to the busi- 
ness of our craft. How much credit we are entitled to 
for having helped “sound the alarm” we do not know, but 
there was not a city or town in Ohio where we had mem 
bers, that was not communicated with, advising them ©! 
the proposed legislation. We hope the newly formed 
(Ohio State Association will soon take steps to bring into 
our fold, all those not now here. 

“This suggestion is also offered to all of our member- 
who are affiliated with local associations where some 
them are not members of the National. 

“Mr. Danforth was evidently able to stir up those 
Cleveland who held that relation, because shortly a't 
his visit to that city, steps were taken to have ever 
member of the Cleveland Local join the National, and t 
has since been done- 
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“Mr. Rutzler, our National Treasurer, disclaimed that 
he is an orator, but, while at the twenty-fifth annual con- 
vention of the New York State Association, he certainly 
did set torth in no uncertain manner the obligations the 
heating contractors were under to the National Associa- 
tion. And in St. Louts and Cincinnati, where he recently 
addressed members of the Local Associations in those 
cities, he set forth facts and truths that could not be mis- 
understood. 

“Mr. Oakes, our vice president, had an excellent oppor- 
tunity at the banquet recently tendered by our Boston 
Local Association to Mr. Howard Coonley, of the Fed- 
eral Shipping Board, to set forth the wide range of activi- 
ties of our National Association and the valuable services 
it had rendered in many ways, which sooner or later must 
be recognized. 

“We trust that other members, whether officers, com 
mittee men or high privates, will not hesitate to pass 
along any information that will be helpful to the craft 
at large, and especially to your fellow members. ‘No 
man has a right to all his rights’ was what a very wise 
man is credited with saying. 

Finances. 

“You have had placed before you, the report of the 
Treasurer, and to him, you can well afford to extend con- 
gratulations for the successful performance of his duties 
in lean times, such as we have been passing through. 

“How does a business man feel with a healthy balance 
in the bank drawing interest, and in the safe deposit 
box some United States Government bonds and other 
bonds from which to cut coupons? You know! Well, 
that is just the way those who have worked to keep in- 
creasing the assets of the Association feel. And we thank 
the local associations and individual members for their 
part in bringing about this condition, which, in view of 
the abnormal conditions arising out of the war, is some- 
thing remarkable judging by experience of other associa- 
tions, whose reports show a different state of affairs. 

“And now, as to the National Associations affiliations, 

“It is conceded that politics and religion are taboo in 
our discussions, but business is always a subject worthy of 
fullest freedom of debate. We, as an Association, are not 
interested in whether Jersey City, at the upper end of this 
State of New Jersey, is governed by democrats, or wheth- 
er Atlantic City, at the lower end of this same State, is 
governed by republicans; what we are interested in is 
whether the kind of government in the cities and State 
itself will be of such a character as to inspire the citizens 
with contidence that the form of government is the best, 
and if it is being administered in a manner best for all 
of its citizens- 

“So, by comparison, let us set forth here that our Na- 
tional Association has never interfered with local condi- 
tions of its members, unless there was something that 
came within its jurisdiction and in which its good offices 
could be utilized to adjust matters in an amicable man- 
ner. 

‘But when matters of trade policy of those with whom 
our members do business, appears to be of such a char- 
acter as to need investigation, then it becomes the privi- 
lege as well as the duty of the National Association to 
make an effort to bring order out of chaos and to act as 
mediators or arbitrators for that purpose. 

“This National Association has had overtures made to 
it by a national association of manufacturers looking 
towards the arbitration of any differences that may arise 
between members of the two organizations. 

“Another national association of manufacturers has ex: 
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The purpose of this trap is to as- 
sure the perfect operation of steam 
heating systems, to prevent noisy, 
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old steam heating systems. 


The Thermo Syphon Trap auto- 
matically collects and discharges di- 
rect into boiler, all condensation as 
fast as it forms, regardless of pres- 
sure or vacuum. Also discharges 
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distribution of heat. 
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Users of the Excelso 
Water Heater are 
Loud in their Praise 
of its Merits. 


Because— 


The Excelso furnishes a constant sup- 
ply of hot water at an even temperature 
and at very little cost. Never boils 
water, so none is wasted. 


Does away with troublesome coils in 
firepot. It is placed on outside of boiler 
where it does not interfere with firing. 


XCELS 


WATER ELSQ) 


Consists of a one-piece casting easily 
connected in any convenient position to 
steam or vapor boilers. Entirely fool- 
proof. Cannot get out of order. Will 


last a lifetime. 


The Excelso Heater is an attractive 
proposition to your clients who need hot 
water supply. Try it. You make a 
good profit both on the sale and instal- 
‘s+ion, and deliver a satisfactory job. 


Capacities and Price List 


When Used Below the Water Line 


No. 2 40 gal. Cap $20.00 
No. 3 70 Gal. Cap. 30.00 
No. 4 100 Gal. Cap..... 40.00 
When live steam is used 
No. 1 19 Gal. Cap 815.00 
No. 2 100 Gal. Cap 
No. 3 250 Gal. Cap.. b0.00 


No. 4 400 Gal. Cap..... 40.00 


Liberal discount to the trade. 
Showing Heater Connected 
Write for interesting details. to a Vertical Type Boiler 


Excelso Specialty Works 
601 White Bldg. BUFFALO, N. Y. 


pressed its desire to hold conferences from time to time, 
in order that matters of mutual interest may be discussed 
and such co-operation as is consistent can be effected. 

“Representatives of other associations of contractors, 
identified with the building industry, have, from time to 
time, met representatives of our Association tor the pur- 
pose of ascertaining what lines of activity could be jointly 
pursued, that might bring about better conditions for the 
respective crafts. 

“Some of the organizations with which we are in touch, 
or from whom we are continually receiving communica- 
tions, many of which require attention of some sort by 
the officers or directors of our Association, are as follows: 
Chamber of Commerce of the United States of America, 
American Society of Heating and Ventilating Engineers, 
American Society of Mechanical Engineers, American 
Institute of Architects, National Association of Master 
Plumbers, National Association of Manufacturers, National 
Association of Sheet Metal Contractors, National Boiler 
and Radiator Manufacturers’ Association, National As- 
sociation of Fan Manutacturers, National Automatic 
Sprinkler Association, National Pipe and Supplies Associa- 
tion, National Federation of Construction Industries, Na- 
tional Council for National Industrial Defense, National 
Metal Trades Association, and the Trade Extension Com- 
mittee, representing the “Building Bigger Business” cam- 
paign. United States Government Departments: War 
Trade Board, War Industries Board, War Labor Indus- 
tries Board, Navy Department, War Department, Bureau 
of Foreign and Domestic Commerce, Bureau of Standards, 
UL. S. Shipping Board, Treasury Department, Bureau of 
War Risk Insurance. Labor: Division of Publication 
and Supplies, Training service, Information and Education- 
al Service. All of these being National. 

“We also receive countless communications or publi- 
cations from state or subordinate divisions thereof, to 
say nothing of individuals, firms and corporations of all 
sorts not identified with our association. 


Labor questions have not been injected into the pro- 
ceedings of our National Conventions, and only occasion- 
ally has the subject been touched upon tn discussions of 
the Board of Difectors. 

“Now, however, there would seem to be occasion to at 
least, even if only trom a distance, take a glance at a 
situation that has been insidiously creeping up on you 
employers of mechanics and helpers and even laborers 
who are members of labor unions. 

“Have you noticed the general trend of labor unions 
in the building trades to ignore agreements entered into 
by them with employers’ associations ? 

“Don't you know of cases where union steamfitters 
have deliberately refused to go to work for wages fixed 
by agreements that are still in force and which will not 
expire for some time to come? We know of such. 

“Don't you know of cases where in times of great need 
for men, the unions have failed to supply a_ sufficient 
number of their members to members of employers’ as- 
sociations when agreements called for so doing? And, 
while failing to live up to that part of their agreement, 
their men have gone to work at other trades, where more 
money per day was to be obtained; and, at the same time, 
would go on strike because men, not members of the 
union, were put to work even when the work was bene 
done on emergency orders from the United States Go 
ernment during the war? 

“Has the time arrived when a leaf should be taken 
of the book of methods emploved by labor unions? 

“Will local associations of heating and piping 
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tractors keep in touch with each other direct or through the 
National Association, in order to ascertain what condi- 
tions exist in their respective territories, so that they 
will not be misled by radical agents of labor unions, when 
they are bolstering up weak cases by false statements to 
help along the obtaining of demands? 

“If the world war had continued but a short time longer 
than it did, there might have been a commission appoint- 
ed tor the purpose of investigating conditions to bring 
about the stabilization of wages, hours and general work- 
ing conditions in the building trades of this country. 

“As a matter of fact, last October we had a hand in 
naming the three men to represent the employers; and 
one of the three alternates would have been a worthy 
representative of our association. But the armistice 
came at a time to interfere with the plans that had been 
formulated, to bring about as far as possible amicable 
relations between employer and employee in the building 
trades of the country. 

“The methods tuo be employed, to approach the much 
desired millennium, had not been tormulated; but it 1s 
sate to say that the task set tor the proposed commussion 
would not have been an easy one to perform: and yet, 
it would possibly have been a step in the right direction, 
bringing about a better understanding by the various in- 
terests of each one’s duties, as well as rights. 

“There are times in the history of individuals and ot 
businesses and of trade associations, precisely as there 
are times in the history of nations, when fidelity to an 
ideal and adherence to cherished principles and purposes, 
dictate changes from established customs. Such changes 
do not of necessity imply repudiations of the past, or re- 
flect discreditably upon the earlier associates. They are 
merely the outward manifestation of life, growth and 
progress, and, in their ultimate application, they foster 


“Si’’ Martin, of H. P. Martin & Sons, Owensboro, Ky.; Ken- 
neth Macbeth and B. W. MacClymont, both of the Penberthy 
Injector Co., Detroit, Mich.—From ‘Domestic Engineering” 
Photo, taken in Atlantic City, N. J. 


rather than limit the life, growth and progress of others 
by eliminating points of friction and introducing different 
elements that bring about cohesion, co-operation and_ bet- 
ter understanding. 

“The vision of the founders of our National Association 
has not been dwarfed within narrow limits of the immedi- 
ate present; its horizon is as wide as the United States. 
lt, however, tomorrow or next month or next year brings 
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Wm.A.Bradford 


A Good Investment 


The plumber and 


steamfitter who 
depended upon 
the Bradford Ser- 
vice throughthe 
war period 
when prices 


were constant- 
ly changing, 
(almost daily ) 
was kept 
thoroughly 

and accurate- 
ly informed 

at all times 
regarding 
current 
prices of 


the goods 
he handled. 


Let the Bradford 
Service Help You 


The Bradford Price Book contains 
sheets showing the List, Net and Re-sale 
prices of all standard articles used in the 
trade. Whenever there is a change in 
prices you will receive revised sheets to 
keep you posted right up to date. No 
time wasted. No figuring. No errors. 


Tue 
DFORD Prices Boog 


— 


“tating 


The price of initial subscription is only 
$12. The follow-up service is free for 
one year. Renewals have never exceeded 
$10. Pays for itself over and over again 
during the year. 


Send for free sample sheets 


Department C 
7 Maple St. Quincy, Mass. 
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forth better methods than the best of today, we mus! 
* employ such methods as can be utilized to further the best | 
e interests of our craft and those with whom we deal. 4 
E C O n 0 m 1c q| H e at “If in the past, there has not been any disposition to dis- 
, cuss at our Conventions, problems covering labor unions, 
closed shop, open shop or anything pertaining thereto, 
tor the Home is it proper, or still improper, nowadays to endeavor to 
determine the course this National Association should 

pursue, or at least the attitude to be assumed on such 
“matters, in view of the fact that there has been so much 


said and done for organized labor by those high in the 
Government and by those having the ear of legislators 


In small and medium-sized buildings 
where the rooms are connected, the sim 
plest, most economical and satistactory 


method of providing heat is by the use of the while employers have been given short shift and little 


comfort. when critical situations have arisen? 
“This subject is one well worth seriously and studious- 


ly considering It has become a problem in many ways 

A L N | and much thought must be given to it, by men of this 

| i Association who possess, not only common sense, but 

. who have uncommon sense and ability; who will weigh 

Pi eless Furnace with the scales of justice the rights and the privileges. 

p as well as the obligations of both employers and em. 

' plovees. By treating the so-called labor problems now 

(‘an be in- before this country in such a way, there may be some 
chance of arriving at agreements, which will produce last- 
ine harmonious relations between employers and em 3 
ployees, especially when each party to an agreement : 


stalled in a day. 
Not necessary to 


tear out walls or recognizes the richts of the other, recognizes their mu 
partitions. tual interest, and specifies reasonable terms of agree- 
Merely provide “4 ment. There must be permanency and good faith to any 


‘ agreement as well as legal, moral and financial responsi 
place in floor for Bre ancial | 
bility to insure its being of any value. 


t . Bist und “Finally, it is not with a boasting spirit, but rather with 


4 space in cellar a sense of having well served the industry this National 
for the furnace. Association represents, that you members can point with 
pride to past accomplishments of your Association. And, 
The price is it is with confidence that we predict that further measures 
Within easv will be taken for the benefit of not only the heating an: 
—— me piping industry, as such, but the public at large whom 
vou serve will be gainers. 
than that of any “The realization of this will come to you as time goes 
other modern on, and the comfort it will bring you will fully repay you 
heating system. for the part you have played in unselfishly serving your 
fellow men.” 
At the same Stewart A. Jellett then reported on “Standardization” and 
time you secure presented for the consideration of the convention, a proposed 
contract for the standard contract form. In this connection he stated, on 
plumbing, vou reading the form, that what may be clear in the mind of 
can arrange to install the ATLANTIC Fur- the contractor, may not be entirely clear in the mind of the 
| nace and make two profits with one sales customer. This form will obtain fair conditions when the 
ers work is started and will maintain them throughout the pro 
ceeding. Such a form is essential, particularly to those with 
Let us tell you why the ATLANTIC is a out business training, which constitute the bulk of the mem- 
superior furnace. bership. 


The remainder of the afternoon session was conducted 
executively. 
Rapiator Company Saturday Morning Session. 
President Grassler called the Saturday morning sessio! 
to order by introducing Walter Gordon Merritt, counse! 
“ATLANTIC”? RADIATORS for the Anti-Boycott Association, who addressed the 
Convention on “Labor Unions and the Law.” He said 1 
part: “Employers’ associations have a dual capacity—that 
of protection and reconstruction, to preserve industra! 
life. One phase of the labor situation is to bring abou! 
ATLANTIC” PIPELESS FURNACES stronger relations between employer and employee, 


we will have a house divided against itself. Class alice 


“HUDSON”? BOILERS 


359 WEST 42nd STREET NEW YORK ment must give way to harmonious factory govern™m 
Works: HUNTINGDON, PA. —factory unions, as against militant unionism. Orcs 

zations should be within the reach of the law. A law > 

heing drafted that will provide that there shall | 
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strikes against the government, public utilities and priv- 

ate enterprise, without every effort being made to ad- 

just troubles by resort to reason. The Anti-Boycott As- 

sociation is a legal clearing house and will gladly co-op- 

erate with any association on industrial problems” 
Saturday Afternoon. 

Upon reconvening for the final session, the convention 
immediately took up the report of the nominating com- 
mittee and the following administrative board was unan- 
imously elected for the 1919-1920 term: 

President—W. H. Oakes, Massachusetts. 

Vice-President—]. E. Rutzler, New York. 

Treasurer—Ernest T. Child, New York. 

Sergeant at Arms—John T. Bradley, Missouri. 

Directors—H. G. Black, Pennsylvamia; W. B. Van 
Sickle, Ohio; F. H. Meadows, Wisconsin. 

The installation of the new officers was conducted by 
Stewart A. Jellett, of Philadelphia, amid the acclaim of 
the assembly. 

The report of the resolutions committee, as read by 
Secretary Gombers, included resolutions extending the 
thanks of the association to the trade press, the retiring 
officers, the management of the hotel, the ladies, the 
standing committees, Messrs. Herendeen, Woolley and 
Merritt, who addressed the convention, and the manufac- 
turers and supplymen’s entertainment committee. These 
were heartily concurred in by the members. 

All unfinished business, by motion, was referred to the 
incoming board of directors, with power to act, and with 
the singing of “The Battle Hymn of the Republic,” the 
convention adjourned sine die at 3:40 o’clock. 

Secretary Gombers Again Re-Elected. 
At the meeting of the new Board of Directors, which 


W. G. Le Compte, Chairman, and J. Barton Garfield, Secre- 
tary of the Entertainment Committee.—From ‘‘Domestic Engi- 
neering’ Photo. 


took place immediately following adjournment of the 
convention, George M. Getschow was elected chairman 
of the board, and H. B Gombers was re-elected to the 
secretaryship of the association 
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The B. & M. 
Vent Box 


was originated to fill a long felt want— 


a fool-proof Air Inlet. The first im- 
proved and best of its kind on the 
market. 
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THE B. & M. VENT is a perpendicular, 
compact, substantially constructed BOX, so 
arranged inside that dirt cannot find lodg- 


ment. 


PARTICULARLY PREVENTS CHILDREN 
FROM INSERTING STICKS, UMBRELLA 
RODS, OR OTHER ARTICLES THAT 
WOULD TEND TO OBSTRUCT THE MAIN 
TRAP. 


Self-Cleaning. Water flushes right 
through. Built to slip over and caulk fast to 
soil pipe. Weight, 9 lbs. 

In case a wad of paper or waste conges- 
tion, etc., should be thrown into drainage 
system in rear of a building, the top and in- 
side parts of the BOX can easily. be removed, 
by loosening the screws, and a full four-inch 
plunging space obtained. 

THE B. & M. VENT BOX complies with 


Air Inlet specifications and is approved by 
The Philadelphia Bureau of Health. 


ABSOLUTE SATISFACTION 
GUARANTEED 


The B. & M. Vent Co. 


212 North Second Street 
PHILADELPHIA, PA. 
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Boot 

High 
Apron 


(5 Degrees 
92 Degrees 
and Straight 


are of the same 
HIGH QUALITY 


as all 


Eagle Lead Goods 


Plumbers Lead Supplies 
Anti-Syphon Traps 
Lead Pipe 
Lead Tubing 
Tin Pipe 
Bar Tin 
Refined Pot Lead 
Eagle Wiping Solder 
Fine Stick Solders 
Eagle All-Lead Flanges 


If your jobber can not supply you write us 
direct for descriptive folders and prices. 


Everything in Lead the 
Plumber Needs 


THE EAGLE-PICHER 
LEAD COMPANY 


Cincinnati New York 


Chicago 
Buffalo Baltimore 


June 28, 1914 


Entertainment Notes. 


The entertainment features of the convention were 


charge of the popular W. G. LeCompte, a- 


Barton Gartield, as secretary, the forme: 


again in 
chairman, and J. 
heing heartily welcomed on returning from France. 

The program as arranged and ably conducted under their 
direction, was a most enjoyable one. It reminded one vo: 


the many pleasant convention experiences of pre-war 


days, and every one entered into the social activitie- 
with enthusiasm. 

Throughout the three days, the roller chairs, that irre 
sistible board walk offering, were placed at the disposal! 
ot delegates and ladies for use day or night, with the compli 
ments of the manufacturers’ and salesmen’s committee. 


Thursday afternoon, while the delegates were in ses- 


sion, the ladies were escorted to the band concert o1 
the Steel Pier, 


to them as remembrances of their visit. 


and boardwalk souvenirs were presented 


Flowers were on hand at all times for the ladies, and 
bathing parties were arranged for them each day. 

(On Kriday afternoon the ladies were escorted on a 
chair ride to the inlet, to view the sea planes which were 
maneuvering there. Upon their return, they joined a bath 
ing party. That evening the ladies were the guests ©! 
the entertainment committee at a theatre party at Keith s 
‘Theatre. 

following the show, a get-together meeting was en- 
joved by them in the convention hall. Music and punch 
were served on this occasion, and an enjoyable attractio: 


was Mr. and Mrs. EF. T. Child in spectalty dances. Dance 


J. G. Geoghegan, W. F. Sterns, C. A. Geoghegan and J. 
Barton Garfield, at the Special Golf Meet in Atlantic City.— 
From ‘‘Domestic Engineering’’ Photo. 


ing continued until early morning, with vocal and pians 
solos interspersing the numbers. 

Qn Saturday with the exception of 
ladies were left to their own devices, but that evening 


chair rides, tie 
a fitting tinale to the convention was given in the torm 
of a dance at the St. Charles. 

The Old Guard. 

Old Guard Night, the famous institution of the fitters 
conventions, was staged on Thursday evening. (ficers 
and «lirectors, both past and present, met in extrao' 
nary session in the meeting hall and the usual big tary 
gathering ensued. 
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SPECIAL CONVENTION TOURNAMENT OF EAST- 
ERN TRADE GOLF ASSOCIATION. 


A feature of Thursday’s program at the convention of 
the Heating and Piping Contractors’ National Associa- 
tion, was a special tournament of the Eastern Trade Golf 
Association, arranged for the purpose of entertaining the 
player contractors. Unfortunately, there were few golt 
enthusiasts among the early arrivals at the convention, 
and the players numbered only nine, but the spirit man- 


W. L. Fleisher, G. H. Chasmar, E. H. Giles and Wallace 
Hyman, at the ‘19th’’ Hole.—From ‘‘Domestic Engineering” 
Photo, taken at the Special Golf Tournament in Atlantic City. 


ifested by those and the ideal golf weather, more than 
made up for the lack of numbers. 

The tournament took place at the Atlantic City Coun- 
try Club, at Northtield, whence the party motored for an 
early start. Two rounds of the eighteen hole course 
were played; the best round counting in medal play han- 
dicap, for the seven: prizes. 

Wallace Hyman, a visiting contractor of New York, 
took the visitor’s prize. G. H. Chasmar, ©. A. Geoghe- 
gan, Captain J. B. Gartield, W. L. Fleisher and EK. H. 
Giles, scoring within two points of each other, carried 
off the honors of the day, and the five members’ prizes, 
while the historian successfully met all competition for 
the Consolation prize. Each received usetul boardwalk 
offerings as mementos of the occasion. 

The scores follow: 

Eighteen Hole Medal Play Handicap. 
Gross. Handicap. Net. 


is 0) 85 
C. A. Geoghegan.... 119 83 
150 36 114 
Wanace Hyman. Visitor 

J. G. Geoghegan. 112 22 90) 


Between Sessions. 

The only casualty of the convention recorded was the 
loss of one perfectly good Belgian Hare hat, the valued 
possession of Henry G. Issertell, diplomat, philosopher 
of ideal Americanism, orator of note, ex-mayor of Yonk- 
ers and plenipotentiary of Sprague Electric Works. By 
sheer good luck and expert strategy “Izzy” was able to 
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The 


ERL-Radiator- Tongs 


MAKE THE 
HANDLING 
OF 
RADIATORS 


EASY 
SAVE 


TIME 


FIT ALL 
RADIATORS 
Weight, 9 Lbs. Each 
$15.00 A SET 
and 
Money Back in 10 Days 
if not Satisfactory 


Patented and Manufactured By 


E. R. LUMSDEN Indiana, Pa. 


NA 


You Can Be Sure 


of satisfactory results by in- 
Stalling the 


L. B. Ball Cock 


in every tank, high or low. 


Easy to install because it fits 
any tank. 

Finder Point Screw releases 
all parts. 

Made of steam bronze. 


All moving parts’ work 
smoothly and wear evenly. 


BETTER BE SAFE THAN 
SORRY. 


Use the L. B. Ball Cock in 
the first place and avoid tank 
troubles. 


Write for Special Offer. 


L. B. Brass Co. 


for Peabody, Mass. 
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Pipe with rivets? 


NEVER! 


Why assume this risk in 
range boilers? 


ASK FOR THE GENUINE 


S, RANGE 
BOILER 


: John Wood Manufacturing Co. 
Conshohocken Penna. 


Largest Manufacturers of Range 
Boilers in the World 


LINED PIPE 


Lead Lined Brass Lined 
Tin Lined Copper Lined 
AND FITTINGS 


Longest lived, most eco- 
nomical pipe made. 


Also Lead Lined Cast Iron 
Soil Pipe and Fittings for 


Chemical Plants, Laboratories, etc. 
CATALOG UPON APPLICATION 


UNITED LINED TUBE & 
VALVE COMPANY 


186 Franklin Street, BOSTON, MASS. 


United Lead Co., Jas. Robertson Lead Ce., 
Baltimore, Md. 

‘ Hoyt Metal Co., 
Philadeiphia, Pa. 
Gibson & Price Co., 
Cleveland. Ont. 

Raymond Lead Werks, Chadwick Boston Lead Ce., 
Chicago, ill. Boston, Mass. 
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accompany the hat all the way from New York and until 
early Friday morning the 13th, but since that time its 
whereabouts have been shrouded in mystery. 

The history and accomplishments of the hat, as re- 
lated by “Izzy” at the post-mortem services in the barber 
shop, are interesting. It was snow white, both in appear- 
ance and character, in spite of its musty antiquity, had 
the faculty of behaving gracefully on all sorts of occasions, 
but what made it particularly sacred to its recent chaperon, 1s 
that it came to him as a token of esteem from the Prole- 
tarians of I landers, for his excellent work as a four minute 
exponent of the principles of Democracy. It was rescued 
for that very purpose from the ruins of the Royal Palace at 
Srussels, where it had reposed for centuries, a silent tribute 
to the Democrats of an earlier day. 

The interests of United States Radiator Corp. of Detroit, 
were well taken care of by the following corps of seasoned 
conventionites: Edw. E. McNair, general manager of 
sales; A. H. Ross, New York manager; W. H. Thayer, 
Boston manager; R. K. Milward, St. Louis manager; and 
(. P. Hackett. 

C. J. Moody, of the Shur-Tite Mfg. Co., Cleveland, O., 
found his initial convention experience with the heat- 
ing contractors a most pleasant one. 

The standard cost accounting system of A. E. Martell 
Co., of Keene, N. H., was an exhibit feature in the meeting 
room lobby. The importance of intelligent accounting 
was ably explained by R. L. Fitch of the company. 

In line with the wide extension of its activities, the 
Abram Cox Stove Co., of Philadelphia, found the Atlantic 
City Convention an exceptional opportunity to introduce 
its newly organized sales force. Headed by Robert A. 
Patton, president of the company, the following gentlemen 
made their debut gracefully and successfully: Evins F. 
Glore, general manager of Sales; A. M. Hopwood, W. D. 
Harris, T. C. Leutze, H. P. Hoff, Oliver Mengle, Jr., V. 
Marshall, George Lewis and T. I. Rankin. 

I. S. Storm, vice-president of the Hoffman Specialty 
Co. of New York, was a popular visitor at the con- 
vention. 

Arthur Ritter, manager of the New York office of 
American Blower Co., of Detroit, Mich., was actively on 
hand throughout the three days session. 

William Haas, president of the William Haas Co., of 
Dayton, O., was an early arrival at the St.. Charles and 
exhibited his company’s radiator valve. 

Charles V. Haynes of the Haynes Selling Co., Phila- 
delphia, arrived early to greet his many friends and re- 
mained sover for the plumbers’ convention. 

The National Radiator Co. of Johnstown, Pa., was well 
and ably represented by a genial quartet in the persons 
of R. E. Warden, general manager of sales; Wm. E. 
Tinker, eastern district manager; J. J. Donoghue, New 
York manager, and Charles F. Morrow, Pittsburgh 
manager. 

Kenneth Macbeth, sales manager of Penberthy Injector 
(o. of Detroit, was an all-week visitor at the sessions, 
he was accompanied by B. W. McClymont, manager 
of the company’s engineering department. 

L. H. Quackenboss, the well-known golfer of Warren 
Webster & Co., closed up his New York office for the 
convention week and sojourned with his friends, mm com 
pany with Mrs. Quackenboss. 

H. S. Hall, of the Charlotte, N. C. branch, and J. 1) 
Dyas manager of the New York branch of the Genera’ 
Fire Extinguisher Co. of Providence, R. I., were we! 
come attendants at all sessions. 

M. G. Hook, manager of the New York office of | 
A. Dunham Co. of Marshalltown, Iowa, with his fam:'\ 
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was at Haddon Hall until Sunday. Leonard G. Paine 
the company’s Philadelphia manager was also in attend- 
ance and remained over for the plumbers’ Convention 
at The Breakers. 

Herbert A. Snow was on hand at all times to greet 
the many friends of Walker & Pratt Mfg. Co. of Boston. 

J. L. Peden, general sales manager, and C. H. Kennedy, 
New York Manager, were at Atlantic City for conven- 
tion week in the interests of the Kennedy Valve Mtg. 
Co. of Elmira, N. Y. 

G. S. Muzzarelli, manager of the New York office of 
Nelson Valve Co. of Philadelphia, greeted many triends 
and made many new ones during the convention. 

A. E. Kriebel, of the Vaper Vacuum Heating Co. of 
Philadelphia, was an enthusiastic conventionite during the 
entire meeting. 

C. E. Hodges, vice-president of the Utica Heater Co. 
of Utica, N. Y., when not busy greeting his heating con- 
tractor friends, was working out the many intricacies of 
the boardwalk. 

Oscar W. Rice of the Edward J. Rice Mfg. Co., made 
the trip from Rochester, N. Y., by auto in company with 
Mr. and Mrs. F. J. Weider. 

Sy. Martin, of H. P. Martin & Sons, Owensboro, Ky., 


L. H. Quackenboss, of Warren Webster & Co., New York City, 
and Mrs. Quackenboss enjoying the Boardwalk.—From ‘‘Domes- 
tic Engineering’ Photo. 


since having resigned as vice-admiral of the U. S. Navy, is 
again working into his convention stride. The change was 
so refreshing that “Sy” hung over for the Plumbers’ as- 
sembly. 

Active at all events during the three days, were the 
popular ambassadors of the Pierce Butler & Pierce Mfg. 
Corporation, of Syracuse, N. Y. In the party were W. J. 
Cox, general manager of sales; John G. Kelly, New York 
manager; FE. H. Giles, Philadelphia manager; R. C. Strong, 
(. Holcomb and R. S. Auffort. 

Christopher T. Scaife, of the Peerless Heater Co. of Pitts- 
burgh, Pa., arrived early and didn’t leave until final ad- 
journment. 

Lieutenant “Billy” Le Compte, of Jenkins Bros., was kept 
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Business 
for the asking 


Here 1s a fixture that is needed in every 
home where there is a radiator. It pro- 
motes health and comfort by keeping the 
air properly mixed with moisture. 


is in a class by itself. In addition to an 
air moistener, it also serves the purpose of 
a Seat and Shield. 


So flexible in design that it can be made to 
fit any style radiator. 
Tell your customers about the TRICO. 
They will want it. 
Ask for prices and details. 


Art Metal Radiator Cover Go. 


133 W. Washington Street, Chicago 


the TRICO Humidifier 


STOP! LOOK! LISTEN! 


Our new line of ANGLYN Brass 


Goods is now ready for immedi- 


ate delivery. 


Write us for prices on Ground 


Key, Compression and Quick 
Opening Work 


Best A Brand 


ANGSTER & LYNCH 


Newark, New Jersey 


ALL 
ANGLYN 


Valves 


3 
; 
| 
y 
7 
7 
~~ 
4 3 | 
3 
Ef 
— ‘ 
P Fi | | 
ipe ittings | 
| 
| 
| } 
J 
a 


Double Drainage 


Shower Traps 
and Drains 


Feature No. 7 


Safe pan may be 
enlarged Kiving perfect 


drainage over a wide area 


if sour Jobber does not 
earry Vietor Traps, mail 
your order to us. 


The Victor Brass Mfg. Co. 


Licensed under Patent No. 855017 CLEVELAND OHIO 
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SOMETHING ENTIRELY NEW IN 


SILL-COCKS 


Semi-Finished, Pol- 
ished aluminum 
wheel Style N. 
Style O—Heavy 

rough pattern built 

for service. 


STYLE N Beth showa in catalog D STYLE O 


KINSEY & MAHLER CO. Peoria, lil. 


Don’t Be Content 


With Ordinary Roof Flash- 
ings 


Specify and Use the 
Reliable 


“SIMPLEX”’ 


Made in 


All Lead—Copper—Galvan- 
ized Iron 


Every Flashing Adjustable 


Every Flashing Perfect 

Simplex Mfg. Company 

' 313 S. Clinton St. Chicago 


SANITARY 
PLUMBING 
FIXTURES 


A line representing the most advanced ideas in Sanita- 
tion, Economy of Operation and Ease of Installations. 


Duojet Closets—Flushing Valves—Urinals—Drink- 
ing Fountains—Self-Closing Cocks— 
Liquid Soap Fixtures, Etc. 
Manufactured and Sold Exclusively by 
The Imperial Brass Manufacturing Co. 
’ 610 South Racine Avenue, Chicago, IIl. 


ASK FOR CATALOG 
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mighty busy during his sojourn to the seashore. Between 
the heating contractors meeting, that of the steam en- 
gineers and several other gatherings of the varied trades 
and professions in which “Billy” is a prominent figure, he 
was kept flitting back and forth along the boardwalk al! 
week, meeting himself on his last lap each morning to 
Start another day. 


A coterie of popular fellows was the sextet from Amer- : 
ican Radiator Co. They came from various of the company s 
branches and were all active. They were: C. K. Foster, 


vice-president; Jas. D. Erskine, assistant general manager: 
J. Barnum, assistant manager of the New York Branch; 
J. B. Gartield, assistant to the assistant manager New York. 
W. A. Bland, manager of the Philadelphia branch; and Wm. 
Scudder, manager of the Chicago office. 


{LADIES AND 


HAVE Herr THe 
FAMOUS 
SHOE PUZLLE- 


WATCH CLOSELY 
WHLE Do 


THIS TRICK, 


“*iIzzy’s’’ Horse-Shoe Trick Kept Many a Fellow Sitting Up Late. 


Kk. ©. Bolsinger, secretary of Fowler & Wolfe Mfg. Co. 
of Philadelphia, made quite a stay at the convention city. 
The tew days with the heating contractors were just suffi- 
cient for him to get the proper broadwalk stride, so he 
stayed over for the plumbers to complete the course. 

H. bE. Smith Co. of Westheld, Mass, was well in evi- 
dence in the persons of its two confirmed conventionites, 
(. A. Miller, of New York, and G. H. Chasmer, of Wash- 
ington, C. 

(. ©. Mershon was on hand to tell the delegates all 
about the products of the Mershon Patent Shaking Grate 
Works, of Philadelphia. 

M. P. Dowd, of the Norristown Magnesia & Asbestos 
Co., of Norristown, Pa., was a convention guest at the St. 
Charles, and was on deck for all occasions. 

Stephen C. Breihof journeyed down from New York in 
the interests of Dimock & Fink Co. 

Theodore Karr Jr., of the Karr Supply Co. of Belleville. 
Ill., came along with the big Chicago delegation, which 
graced the convention. 

Homer Addams, New York manager of the Kewanee 
Boiler Co. of Kewanee, IIL, drove down from New York 
and remained for the two big conventions. Of the com- 
pany’s sales force also present were, J. A. Darts, W. -\ 
Rogers and E. R. Bradley. | 

J. P. Cooney, of Ford & Kendig Co., Philadelphia, ar- 
rived with the first influx of delegates. 
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Bridgman Bros. Co., of Philadelphia, was represented by 
its vice-president, Frank ©. Fckteldt. 

Many of the delegates were penalized for late arrival 
ina novel manner; Incarceration for three days in double 
barred cells on the lower floor was their lot. This was a 
special feature of the 1919 season at the St. Charles. 

Noteworthy at this year’s convention were the unusually 
large delegations from Illinois and the Southern territory. 


Mr. and Mrs. E. J. Claffey, of Chicago, at the Heating Con- 
tractors’ Convention in Atlantic City, N. J.—From ‘‘Domestic 
Engineering’ Photo. 


Judge English of St. Louts (the “s” pronounced clearly 
and distinctly without any I rench frills), was again the 
official chaperon of the St. Loius delegation. His cre- 
dential this year was a melodious composition. 


INSURANCE AGAINST LABOR SHORTAGE. 


With industry slowed down and the army and navy 
releasing 10,000 men or more daily, there is a surplus of 
labor in the United States at present. Yet there has never 
been a time when wise employers have felt the necessity 
more keenly of insuring themselves against an immediate 
and threatening labor shortage. 

The reason for this imminent shortage is to be found 
in the falling off of immigration during the past five years. 
For the seven years preceding 1915, immigration into the 
United States averaged 1,000,000 a year. In the period 
since 1915, the average has been more nearly 150,000 a 
year. When it is considered to what extent the United 
States is dependent upon immigration for its labor supply, 
a simple arithmetical calculation will show that an acute 
labor shortage is due very quickly—as soon, in fact, as 
industry has been restored to normal pre-war conditions. 

For this reason Colonel Arthur Woods, assistant to the 
secretary of war, whose duty it is to correlate the na- 
tion’s efforts to find work for discharged service men, 
recently issued a warning to employers urging them to 
insure themselves against labor shortage by taking on ex- 
soldiers and sailors at the present time. “By this 
means,” say Colonel Woods, “employers will help solve 
the problem of re-absorbing the army and navy, and at 
the same time will insure themselves against the serious 
shortage of labor which threatens the American market.” 


Sidney, O.—A- J. Yarber, Jr., has secured the contract 
for the installation of a modern heating system in the 
Peerless Bread Machine Co.’s plant in this city. The 
contract amounts $10,000. 

New Orleans, La.—Hartwell Plumbing and Heating 
Co. has been awarded the heating and plumbing con- 
tracts on the $160,000 bottling plant and dehydrating 
plant at Decatur and Jefferson Streets. 
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IF IT’S A WARNOCK, IT’S GOOD 


One advan- 
tage of the 


WARNOCK 
WRENCH 


is its adaptability. Can be used on any job. Is 
especially desirable for Nickel-plated piping, be- 
cause it will not slip or scratch. 

Endorsed by all plumbers who have used it. 
Ask your jobber. 


WARNOCK MFG. CO. 


WORCESTER MASS. 


thy = 


Use Products 


manufactured by 


RAYMOND LEAD WORKS 
BRANCH UNITED LEAD Co. 


735 South Washtenaw Ave. CHICAGO 


lf Your JOBBER Cannot Supply 
You With Our Goods, Send 
Your Orders To Us Direct 


PACKLESS GRADUATED 
RADIATOR VALVE 


Embodies a new and 
exclusive DOLE 
principle by which 
you can have every 
degree of opening re- 
quired in vacuum or 
vapor steam heating. 


This Adjustment is 


easily made while Complete 
the steam is on. 

Nothing like it on fia) Standar 
the market. Steam 

Furnished with the and Hot 
DOLE without extra - 
cost. 

Write for new cir- Valves 
culars. 


THE DOLE VALVE CO. 208 No. Wells St. Chicago 


GAUCE CLASS 


IMMEDIATE DELIVERY 
STANDARD AND HICH PRESSURE 


Our High Pressure Glasses have fused ends 
and are annealed by special process. Try 


them for highest steam pressures. | 
MAGEE STEAM SPECIALTY CORPORATION “am 


136-138 Beekman St., NEW YORK CITY 


uate 
= 
= 
= 
= 
= 
= 
= 
= 
= 
= 
= 
= 
= 
= — 
= = 
= ¢ 
= = 
= 
= = 
= 4 
= = 
= 
= - 
= 
= 
= 
= E 
— 
= 
= : 
= 
j = | 
is 
: 
J 
4 
é 
43 
j 
a 
3 
3 
‘ 
; 
5 & 
> 
a 


DOMESTIC 


Vapor Heating System. Vacuum Heating System. 
Vacuum Air Line System. 
Two-Pipe Vacuum System. 
Perfect heat without noise, leakage, 
damage or waste. 


The biggest forward step in the 


science of steam heating. 
Preferred and endorsed by leading 
architects and heating engineers. 


McAlear Thermo Vent Au- 
tomatic Air Valve. 

So designed and construct- 
ed that no adjustment is 
necessary either at factory 
or on the job. Cannot be put 
out of order. Fool-Proof. 

Used with the McAlear 
Vacuum System oor any 
other air line vacuum or drip 
pipe work. 


No. 22 


McAlear Automatic Vacuum 

ump 

Adaptable to all kinds of steam 
mQuick- systems, new or old. 

-acting. Simple. Econom- 


80% less power than any 
other pump doing same work. 
ate The ONLY pump that has for its 
ie power plant a thermostatic motor 
ant actuated by temperature of steam 
and water. 
Write for Book, “25 Years of Know 

How."’ It’s free. 


The McAlear Mfg. Co. 


1901-7 S. Western Ave. CHICAGO 


ONE MINUTE 


HILE the 

long hand of 
the clock measures 
off a minute you 
or your customer 
can convert any 
heating plant from 
coal to gas or re- 
verse the opera- 
tion. 


A big seller for any cellar, it means Low 
Gas Consumption, Perfect Combustion, Di- 
rect Application, Simplicity and Safety, In- 
stant Removal, Coal Substitution, Economy 
of Use, Low Cost installation. 

Send for circular that fully describes this won- 
derful apparatus. 

Sold by all wideawake plumbers and heating 
men, also by all leading jobbers. 


Franklin Gas Burner Mfg. Co. x 
CINCINNATI, OHIO x 
FRANKLIN GAS BURNER ; 
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of the WEEK 
in BRIEF 


KELLOGG-MACKAY CO. TAKES OVER INTER- 
ESTS OF KANSAS CITY SUPPLY HOUSE. 


NEWS 


The Kellogg-Mackay Co., of Chicago, announces that 
it has purchased the Southwest Plumbing Supply Co., of 
Kansas City, Mo., which will be conducted hereafter as 
a branch of the commpany. 


NEW JOBBING HOUSE TO OPEN IN ATLANTIC 
CITY, N. J. 


The Seashore Supply Co., of Atlantic City, N. J., has 
been incorporated with a capital stock of $250,000, to deal 
in plumbing and heating supplies. Its new building, lo- 
cated at Mediterranean and New York Avenues, is now in 
course of construction. The business will be under the 
active management of W. J. Hepburn, who has covered 
the New Jersey territory for the past twelve years for 
the Keystone Supply & Mfg. Co., of Philadelphia. The 
officers of the new company are: Charles A. White, presi- 
dent; J. M. Denney, vice-president, and F. W. Dows, 
secretary and treasurer. These gentlemen hold similar 
positions in the Keystone wey & 7 Co. 


WESTERN TRADE GOLF ASSOCIATION'S JUNE 
TOURNAMENT. 


The second meeting of the Western Trade Golf Asso- 
ciation took place at the Westward Ho Golf Club, Oak 
Park, Ill, on Wednesday, June 18th, with 32 members 
and guests present. 

The winner of the Association Cup was L. C. Huckins, 
while the Duffer’s Cup went to F. S. Crumley. C. B. 
Field was the winner of the guest’s prize. 

Eight foursomes participated in the afternoon play, 
following the morning qualifying round, the winners aad 
runners-up being as follows: 

First flight, T. N. Johnson and H. Shaw; second flight, 
A. J. Ewing and W. Wickersham; third flight, W. J. 
Raymer and D. E. McCabe: fourth flight, E. W. Sanborn 
and Patil Blatchford: fifth flight, R. C. Flinder and J. P. 
Fetter; sixth flight, Bruce Fulton and E. L. Dawes; sev- 
enth flight, A. S. Lindeblad and H. M. Hart; eighth 
flight, C. S. Pitkin and E. L. Bortner, 

The next meeting of the association will take place on 
July 15th, at the Park Ridge Country Club, Park Ridge, 
Ill., which is one of the new courses scheduled for the 
season. 


CENTRAL TRADE GOLF ASSOCIATION’3 
MEET. 


JUNE 


The second spring tournament of the Central Trade 
Golf Association was held at the Stanton Heights Golf 
Club on Wednesday, June 18th, and a perfect day’s sport 
was enjoyed. The announcements sent out prior to the 
event called attention to 36 holes of golf—18 in the morn- 
ing and in the afternoon, with Kickers’ Handicaps, all 
players selecting their own handicaps. It was also an- 
nounced that special events, running through the season, 
will have prizes donated by President W. F. Ingals., 
“Domestic Engineering,” “The Plumbing News,” “The 
Plumbers’ Trade Journal,” and the Mesta Machine 
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Co. The winners will be the five plavers having com- 
bined low net scores—18 holes, medal play—full handi- 
caps for four tournaments. 

At this meeting there were 16 contestants in the morn- 
ing round, and 20 at the later session. Prizes were won 
by M. Rees, first, and T. R. Kenney, second, in the morn- 
ing round, and F. S. Kalback, first, and F. A. Haring, sec- 
ond, in the afternoon round. W. O. Beck and J. A. Gur- 
ney tied Mr. Kenney for second honors in the opening 
round but were eliminated in the play-off. Mr. Beck 
also tied Mr Haring in the afternoon play. 

The scores for the day were as follows: 

Morning Round 


Name. Gross Handicap Net 
J. Graham 3 i2 
W. B. Bryar 113 23 
111 33 re. 
J. H. Lamberger 132 36 OG 
D. A. Casey .... 10 70 
T. Tipper YS 13 85 

“4 20 v4 


R. Gilliland 
M. Rees .............. 101 24 ro 


Kolback 45 65 


T. R. Kenney 105 2% 78 
A. HummellL 101 3 
C. H. Logan 110) 28 82 
J. A. Gurney. L103 25 7s 
Ik. H. Eggleston 
Geo. H. Bailey 102 y 
Afternoon Round 

Name. Gross Handicap Net 
+. E. Brosius.. .... ... 109 1} 
F. A. Haring 75 
G. G. Steitz . 123 iZ S1 
Benj. Thomas 102 26 76 
W. N. Sauer 114 yal) 94 
H. L. Keally 105 22 R23 
W. B. Bryar...... 104 99 
W. Beck 103 28 75 
J. H. Lamberger 116 38 ah 
D. A. CaseV......... 82 7H 
T. Tipper 97 3 “4 
R. Gilliland 97 1s 
M. Rees ...... 100 
F. Kolback 3h 74 
T. R. Kenney 101 20 S1 
A. E. Hummell 100 22 is 
CC. H. Logan. 102 33 
J. A. Gurney 102 26 76 
H. 9S \3 
H. T. Peterson 101 10 9] 


PROPOSED CONSOLIDATION OF CENTRAL 
FOUNDRY CO. AND ESSEX FOUNDRY. 


The stockholders of the Central Foundry Co., of New 
York, have been advised by the Board of Directors of a 
proposed consolidation of this company with the Essex 
Foundry, of Newark, N. J., which has been received 
from the Iron Products Corporation. The acceptance of 
this proposal will provide a more diversified line of prod- 
ucts and furnish additional working capital. The Iron 
Products Corporation has been organized with broad 
charter powers under the laws of the state of Delaware, 
with an authorized capital stock of $3,000,000 par value, 
8 per cent cumulative convertible preferred stock, and 
150,000 shares of common stock without par value. A 
decision will be rendered between now and August 15th. 


NEW SUPPLY HOUSE IN PORTLAND, ME. 


The Fred H. Rounds Supply Co., has just been estab- 
lished in business at Portland, Me., as jobbers of plumb- 
ing and steam supplies. Fred H. Rounds, who is at the 
head of the concern was formerly general manager of C. 
M. & H. T. Plummer of that city. 
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DECATUR : 
EXTRA QUALITY PUMPS 


Assures Satisfied Customers 


“Extra Qual- 
ity” in the 
manu facture 
of BECATOR 
Pumps as- 
sures that: 
high grade 
material is 
used; expert 
workmen are 
employed; 
all pumps 
pass the most 
rigid test. 


Fig. 88 Shallow Well 
Complete Fresh Water System 


DECATUR Pump Service assures satisfied customers. 
“Extra Service’ 
ASK YOUR JOBBER FOR DECATUR PUMPS 


BECATOR 


MARK 


Decatur Pump & Mfg. Co. 
Noiseless Geared 
Hand, Deep, Shallow Well Pumps 
= Main Office and Factory: DECATUR, ILLINOIS 


Write for 
Your Copy 
—It’s Free 


The object in compiling 
this booklet is to supply the 
heating man with much useful 
information on Vapor Heating 
as well as complete data relative 
to the selection and installation of 


WILEY 


Vapor Heating Specialties 


—the line that will solve your heating 


problems. 


It gives you, in comprehensive form, 
the benefit of the long experience of 
our experts in the heating freld. 


Simplex Heating Specialty Co., Inc. 
LYNCHBURG, VA. 
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Floor and Ceiling Plates 
Pipe Hangers, Clamps and Specialties 
Write for New Catalog and Prices 


Fig. 100 Steel Floor or ©: ERWIN NORMAN & CO. 


Ceiling Plate 14-16-18 W. Kinzie St., Chicago, U.S.A. 


he Pipe Most Plumbers Prefer 
for Bulletin No. 11 History, Char- 
acteristics and The Advantages of ‘‘NATIONAL’’ Pipe. 


NATIONAL TUBE COMPANY PITTSBURGH, PA. 


nay op Light and Power Plants open the way 
a on usiness and increased profits for the 
me, Write for details. 


Consolidated Utilities Corporation 


Let Sirocco Engineering service solve your ventilating, heating 
and cooling problems. Send for catalog. 


American Blower Company 
Detroit, Mich. 


A Quiet Pump in Your Home 


You can keep Pump noises out of 
your home by keeping out the kind 
of a Pump that makes a noise. 


The Geo. J. Roberts Co. 


Dayton, Ohio, U. S. A. 


without Ries ‘Champion Auxiliary Heater 


Fits any hot air furnace. In- 
creases heating capacity. A busi- 
ness-getter and profit-maker. 
Try it. 


Order from Your Jobber 
or write to 
Frank D. Stolz Co. 
3127 N. Clark St. CHICAGO 


Nickel Plated Brass Specialties 


Manufactured by 
American Sanitary Mfg. Co. 
Abingdon, IIl. 


Kerosene Water Heater 


The Hotstream is a REAL Kerosene heater! 

Works like a gas heater—easy to operate 

Wickless burner generates its own gas and throws a clean, powerful, odor- 
less flame. 

This heater will give SATISFACTORY SERVICE. 

Once sold—-stays sold—-no comebacks. 

The price is low--the season is here—send for a descriptive folder today. 


THE HOTSTREAM HEATER CO., 1375 £. 17th St., CLEVELAND, 0. 
Dept. K. 


‘Makers f Heaters that Heat’’ 
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| The SES 
Metal arket™= 


Steel and Iron. 
The situation in the steel market is regarded as satis- 


factory in every way. Buyers are coming into the market 
for supples of steel products at current prices. However, 
the tendency of selling interests is to keep deliveries on or- 
ders within a reasonable period of time, and this has been 
construed to mean that prices may move to higher levels. 
There is considerable activity reported in the export situ- 
ation for steel products, Japan and South America being 
the most active. The announcement of a slight reduction in 
freight rates on iron and steel products in transatlantic trade 
to the United Kingdom has been regarded as creating a bet- 
ter market for American goods overseas. In the domestic 
trade there is a brisk movement in steel bars and wire 
products. In the latter branch it is stated that the demand 
is running ahead of supply. The development ot a move 
on the part of labor leaders to force unionization at the steel 
shops has fallen on deaf ears, as far as steel makers are 
concerned. While declining to comment on the situation, 
which has arisen, it is felt that, as soon as something definite 
develops, there will be action taken to combat the situa- 
tion. Mill operations have been estimated by some trade 
interests to approximate two-thirds of capacity at the present 
time. 

Pig iron is showing a tirm tone, although the = situation 
last week was not quite so favorable as the week previous. 
But reports from some of the producing centers indicated 
gains. There is still little or no shading of prices. Higher 
prices are expected by some of the producers. One feature 
of the market has been the fact that orders are not for 
large tonnages, but that they reflect more than anything else 
the presence in the market of the conservative buying ele- 
ment. 

With the careful buyers coming in for supplies it is pre- 
dicted that it will not be long before some very large orders 
are recorded on the books of the producing companies. 
There are some higher prices for scrap and that portion 
of the market is showing a stronger tone at the present time. 

The chke figures will be made known this week, and It 
is expected that an increase in output will be shown. The 
price for best grades of furnace coke remains at about the 
same level, but producers intimate that the situation has 
made gains and that the future will show an even better 
tone, with increasing prices. We quote prices as follows: 


No. 2 Southern, Cincinnati 
No. 2 Furnace. Chicago ............................ 26.75 
Basic Valley, Furnace 25.75 
Kessemer, Pittsburgh .......................... 99.35 


Copper. 

A fairly brisk demand for copper was reported last week 
and prices were a little higher. The strength of the mar- 
ket has caused much speculation, as it is pointed out that 
there are more bear factors than bull factors at the present 
time. The presence of the metal strike at Waterbury, Conn., 
together with vague reports concerning labor trouble in the 
West, should have the effect of slowing-up the upward 
course of the market. On the other hand, however, there 
have been fractional advances since the time when the last 
huving wave petered out. Another factor which must he 
reckoned with is the export situation. There is a feeling 
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of confidence here that when the peace treaty is signed and 
all necessary financial measures are taken a demand will be 
awakened. Spot was quoted at 1734 cents to 18 cents per 
pound. 

Tin. 

It is expected that the announcement that the supplies of 
allocated tin have been liquidated will be made this week. 
The tin trade has been taking steps to meet the situation, 
and the board of managers of the ‘etal Exchange will hold 
a meeting on Tuesday to take action on the new tin con- 
tracts, which have been evolved. 

Lead. 

The lead market is quiet and prices are unchanged. The 
American Smelting and Refining Co. quote lead at 5.40 cents 
per pound, New York, and 5.15 cents at East St. Louis. 

Spelter. 

The price of spelter is a little higher than a week ago, 
6.70 cents being the quotation for New York delivery. The 
signing of the peace treaty will strengthen the market more 
no doubt. 

Other Metals. 


Quotations on other metals in New York are as fol- 
lows: 


Aluminum (in 50-ton lots) 29 cents per Ib. 
Antimony (Chinese and Japanese)............ 834 cents per Ib. 
Solder, No. 1 40 cents per Ib. 


New York Old Metal Market. 
The following prices are current for old metals: 


Buying. Selling. 
Copper, 154% to 16 cents 17. cents 
13'4 to 13% cents 15. cents 
834 cents 9 cents 
714 to 734 cents cents 
Brass, turnings ...... to 95% cents 10 cents 
314 cents 4 cents 
5 to 5% cents cents 
Solder joints 12 cents 13 cents 
Mixed babbitt —........... 6 to 8 cents cents 
Cocks and 12 to 12% cents cents 


Chicago Old Metal Market. 
Chicago wholesale dealers’ prices are nominally as fol- 
lows: 


Buying. Selling. 
Heavy yellow brass.............. to 9 cents cents 
a 8 to 8% cents 9% cents 
914 to 934 cents cents 
Red brass 14% to 15 cents cents 
Copper, heavy 15 to 15% cents 16 cents 
Lead, heavy ........ 4 to 4% cents 4% cents 
34% to 32% cents cents 
to 5 cents cents 


PLUMBING AND HEATING MANUFACTURERS 
EXHIBIT AT CAR BUILDERS’ CONVENTION. 


The Car Builders’ Convention, which was held in 
Atlantic City at the time the Master Plumbers held their 
National Convention, was featured with a large exhibit on 
Young’s Million Dollar Pier, in which the following manu- 
facturers in the plumbing and heating field showed part 
of their products: 

A. M. Byers Co., Pittsburgh; Crane Co., Chicago; De- 
troit Lubricator Co., Detroit; Joseph Dixon Crucible Co., 
Jersey City; Greenfield Tap & Die Corporation, Green- 
field, Mass.: Jenkins Bros., New York; H. W. Johns-Man- 
ville Co., New York; Landis Machine Co., Waynes- 
boro, Pa.: National Tube Co., Pittsburgh; Walworth Mfg. 
Co., Boston. 
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LEAD 


Ferrules 
connect lead waste 
pipes to iron in 
two minutes. A 
turn pin and wrench 
will do the trick. 
ne size can bres 
used for 14 and 
lead waste pipes 
kKurnished for 
inch iron pipe and 
2 inch soil pipe size. 
Ask your jobber or 
write 


BACHMANN BROS. 


Sectional View LA PORTE, IND. Full View 


Want More Business? 


You can get it selling the Sharp's 
Cleanout Water Heater. It will prove 
the best “seller” vou have ever handled 
New, scientific construction, entirely over 
coming the disadvantages of the coil type 
heater. It's a heater that gives satis- 
faction evervwhere. 


ancresase your sales and profits 
by selling the Sharp's Write 
for full particulars, Do this 


now. 


General Manufacturing Co. 
67 19th St. Heater Dept. Wheeling, W. Va. 


Something New 


Water heated without additional cost 
while cooking on gas range, by use of the 


ELLIOTT Combination Water 
Heater and Gas 


Soon pays for itself in gas-sav- rs *3ag; | | 


ing. Sizes to fit any gas range. ileal 
Not necessary for boiler to be close J} «| 
to range. Can also be attached to oil | |” 
J 
stoves, =r 
State Rights Offered to Reliable Men. Write Today —— | 7 ) 
Elliott Water Heater Co., Inc. af 


1246 Myrtle Ave., Brooklyn, N. Y. 


WROUGHT IRON 
STRAPS 


Scientific construction makes these 
straps stronger, lighter, better in 
appearance.——-MORE PIECES TO 
THE POUND—Consequently low- 
er in price. 

BERGER BROS. CO. 
229-231-237 Arch Street 
Write for Prices PHILADELPHIA 


“FEMCO” Specialties 


A standard line of Plumbers’ Brass Sup- 
plies with an established reputation for 


Quality Service Originality 
WRITE FOR PRICES AND DETAILS 


Frost Manufacturing Co. Kenosha, Wis. 
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PAD 
HOT BLAST 
hart 


STANDS THE RACKET 


The TURNER Gasoline Coil 
Furnace is built especially 
strong for  plumber’s use. 
Equipped with automatic pump. 
Tank is made of 16-gauge seam- 
less drawn steel, retinned inside 


and out. Not affected by acid. 
You cannot secure a better, more 
durable furnace than the TURNER, 
“we matter how much more you pay 
or it. 
Write for prices and details 
Dept. 


The Turner Brass Works 
Sycamore, Illinois 


The demand for our Ingot Metal has made H.1.M. grow. 


The largest Brass Goods Manufacturers in the 
middle west are using exclusively our 


Red and Yellow Ingot Metal. 


Brass Founders using H.I.M. Ingot Metal are 
paying no attention to the high price of Copper 
and Spelter. 

44 If you neglected te buy 


H. 1. M. write for particu- 


HARTMAN INGOT 
METAL CO. 


2511 West 2ist Street 
CHICAGO, ILL. 
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Pop-Up 


Crinity 
CONCEALED 
BATH SUPPLY 


AND 


WASTE FIXTURE 


Manufactured by 


Brass Co. 


Mfrs. Plumbing Brass Specialties 
630 N. FRANKLIN ST. CHICAGO, ILL. 


Tank Fittings of Quality 
“McSHANE” 


1856 1919 


The ORIGINAL Compound Lever Ball Cock, 
Elevated, Low-Down, Top and Bottom Supply. 
Tank Levers and Valves. 


McSHANE BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 


. 
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The Pipe Market in the Middle West, Etc. 
Quotations on less than car lots of full weight stee! 
pipe are as follows: 


Butt Weld Lap Weld 

Bik. Galv. BIk. Galy. 
2% to 6 inch. 46% 32%, 
7 to 12 inch .. 41% 


The quotations apply to all shipments from stock, re 
gardless of quantity. 

On extra strong and double extra strong steel pipe in 
less than car lots, quotations are as follows: 


Extra Strong Double Extra Strong 

Plain Ends Plain Ends Plain Ends Plain Ends 

Butt Weld Lap Weld Butt Weld Lap Weld 

Bik. Galv. Bik. Galv. Bik. Galv. Blk. Galv. 

%, % and % in...... 34% 9% 


2 to 2% inch........ 44% 19% 
2 inch . 36% 251% 

2% to 4 inch 27% 


With threads only, the basing discount is one and one- 
half points lower. With threads and couplings the basing 
discount is three points lower. The quotations apply to 
less than car lots. 

Quotations on full weight genuine iron pipe, in less 
than car lots, are as follows: 


Butt Weld Lap Weld 

BIk. Galv. BIk. Galv. 
% inch 25% 5% 
% and 1 inch... 
23% 7% 
2% to 6 inch... 25% 10% 


These quotations are f. o. b. Pittsburgh, and apply to al! 
shipments from stock, regardless of quantity. 

On extra strong and double extra strong genuine 
wrought iron pipe, with plain ends, and in less than car 
lots, the quotations are as follows: 


, Extra Strong Double Extra Strong 
Butt Weld Lap Weld Butt Weld Lap Weld 
Blk. Galv. Blk. Galv. Btk. Galv. Blk. Galv. 


2% to 4 inch.......... .... 


These retail prices are f. o. b. Pittsburgh, and apply to 
all quantities except in car lots. With threads only, the 
basing discount is one and one-half points lower. With 
threads and couplings, the basing discount is three points 
lower. 

To ascertain the price in your city, deduct the proper 
less-than-carload freight rate from Pittsburgh to that city. 
Example: Base price on %-inch black steel pipe is 50% 
per cent, Pittsburgh, the less-than-carload rate to Patson 
is 17 cents, and the price, therefore, freight allowed to 
Patson, 48% per cent; on galvanized, 33% per cent. A!! 
other sizes to be figured on a comparative basis. 
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The Pipe Market in New England and in Parts of New 
York State. 


In New York State on all points on the Hudson River, 


and in all of New York State south and east of Albany, 
all New 


follows ; 


England and for export, quotations are as 


Wrought Steel Pipe. 


ral 
inch 
“ to inch 
inch lap 3) 
Yi. to Inch 
7 to 12 inch 33 1" 
Extra Heavy. 
black 
to % inch ol 
ineoh iZ 
to inch 18 
to 3 inch 
~ inch lap 34 1 
to 4 inch... 37 14 
to 6 inch 
and 8 inch 25 
% to 12 inch 1s 
Double Extra Heavy. 
black (jalv 
inch 
to ll inch 21 
~ to 214 inch 23 
inch lap 14 
~'s to 4 inch 16 
to 6 inch 
and S inch 
to 20 ineh ©. 
Genuine Wrought tron Pipe. 
lg and 14 inch 12 + 25 
% inch 
to ll ineh ty 
1’, inch lap net 
ineh . is 
inch 16 2 
to 12 ineh 
Extra Heavy. 
black 
to inel ° 34 
inch 12 
to inch 21 1] 
inch lap net 
inch 
inch 
to 4 Inch 
to 6 inch 14 
and & inch + 2h 
to 12 inch 33 


For pipe handled through shop or cut to length, add 10 per 
cent to the net price of pipe 

Cutting and threading 12 inch and smaller—net list prices 

(Cutting and threading 14 inenh and larger—25 per cent dis- 
eount from list prices 

(C‘utting only, two-thirds of the threading price 


These prices include cartage to point ot destination, if 
same is within cartage limits--tor domestic purposes. It 
outside the cartage limits, they are f. 0. b. shipping point, 
with actual freight allowed to destination, not exceeding 
20c per 100 Ibs. When shipped tor export, the price in- 
cludes cartage to point of shipment, if same is within 
reasonable cartage limits—with no freight allowance. 

Anticipation. 

The tollowing extract trom a letter of thanks is 
cherished by its recipient: 

“The beautiful clock vou sent us came in perfect con- 
dition, and is now 1n the parlor on top of the book shelves, 
where we hope to see you soon, and your husband, also. 


if he can make it convenient.’ —‘BRoston Post.” 
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(;rate 


(set 


Bernhard Boilers 


have practical grate 


bars can be shaken in 
sets ot 
one part ot grate may be given attention 


section 


all the tacts about t 


rite 


101 Park Avenue, New Vor 
Mic} 


arrangement 


two or three. so that 


out shaking live coals into ash pit trom an 


for Catalog “I.” 


KANAWHA MEG. COMPANY 


175 W. Jackson Blivd., Chicago 


with 


ther 


he BERNHARD 


Charleston, West 


Mh | 
right 

Stands, Heater Co 


THE COOPER FOUNDRY CO. 


ATCHISON, KAN. 


ron Cleanout 
with brass plug 


The 
Standard 
of 

America 


Use Only the 
ORIGINAL 


Double Drainage Drains 


Made by 


JOSAM MFG. CO. 


3063-3067 E. Gist St., Cleveland, O. 
EASTERN BRANCH: 7 W. 45th St., NEW YORK 


Pacifico Coast Branch: . 
002-4 Merchants Nat. 
Bank Bidg. San Francisco, Cal. 


Look for 

“JOSAM” 

on Every 
Drain 
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WAYNE ENGIN OMFG. 
Fo:t Wayne, Indiena. 
As 
Fe 


high grade shampoo fixture, you 
ean safely instal! 


The “S & K” 
Rainbow 


C-95 ta one of our latest mol 


Manufactured 


Street & Kent Mfg. Co. 
549 Fulton Street 
Chicago Illinois 


Eastern Representative 
J. W. Gannon, % Church St, 
New York City 
Pacific Coast Representative: 
Wm. P. Horn Co., Rialto Bidg.. 
San Francisco, Calif. 


Where specifications call for a 
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("-955 
Rasin Cocks 
(quick 
Compression 


FARNSW ORT O. 


Engineers and Manufacturers of Condensation Pumps 


Why Use Old-Style Pumps When 
You Can Use This Master? 


TI vorth holler Feeder is the hest ma 
nei tf Oniv chine of kind on the market for 
ret ing eonder tion to boilers under pressure at a 
if im This shows the 
nd 25 sys machine which is 
tev thee savin steam 
th ridden plants from 1 to 
tion protlem it 1"! tons of coal 
vour plant WRITE per day 
ROR CATALAN 
te t eoal saver ever offered the steam plant 


Conshohocken, Pa. 


_ Perfect Temperature 


Control 


with the 


MILWAUKEE 
Shower Bath 


kel plated 
shower head. Con- 
cealed mixing valve 


Ruilt for service. 
your jobber 
for the Milwaukee 


Nic 

with china 

i and nickel 

dial plate. 

' Ask 
Shower Bath. 

Made by 


Milwaukee Flush 
Valve Company 


Milwaukee, Wisconsin C40 


handle 
plated 


“Reading 
Specialties 


Hot Water - Steam 
Vapor and Vacuum 


Heating 
Embody Advanced Ideas 


The Reading 
Heater & Supply Co., Inc. 
Reading, Pa. 


Free for the Asking 


This Catalog contains 
interesting details on 


‘‘Reading”’ 
Heating Specialties 


Gives you the informa- 
tion you want regarding 
the “Reading” Tank-in- 
Basement System, modern 
installation methods, fue! 
saving, uniform heat, etc. 


Send for your copy today. 


The Reading Heater & Supply Co., Inc., 
Reading, Pa. 
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RADIATION DECLINES AND SOIL PIPE AD- 
VANCES DURING PAST WEEK. 


Building Reports Show Progress Throughout the Country, 
But Need for Homes and Apartments Remains Very 
Acute. 

Keports of building operations from various centers, 
indicate that business 1s steadily increasing, but so far 
there has not been what might be considered the begin- 

me of a building boom Statistics last month showed 
clearly a progressive policy in construction and tigures 
tor June will show a continuance of contidence generally, 
throughout the country. Production in the tron and steel 
industry tor June, 1s estimated at 10 per cent better than 
i the past month. Prices generally are firm. In the lum- 
ber andustry there have been some declines, but levels 
were soon maintained again and even went higher. In the 
plumbing and heating industry, there have been. slight 
changes in prices, notably a 5 per cent decline in all 
tvpes of radiation, while in soil pipe the reverse 1s true, 
there being a general advance of 5 points and of 10 
pomts in at least one instance. Business in this field 1s 
said to show a marked improvement, and reports are en- 
couraging from manufacturers’ representatives who have 
recently covered wide territories in the Middle Western 
district. 

In (Chicago last week, building reports of private enter- 
prises showed some activity, but the notable feature of 
the market was the announcement of turther apartment 
hotel construction, aggregating three million dollars. 
Building is also going ahead in many of the new = sub- 
divisions. The shortage in houses and apartments is still 
a problem in this territory. There is not much change 
in the labor situation, but the feeling prevails that 1 
public improvements, which are vitally needed, could be 
specded up, the percentage of unemployment would be 
inaterially reduced 

New York has this week, opened an “Own Your Own 
Home” exposition in the Seventy-first Regiment Armory, 
as part of the country-wide plan to revive the building 
industry. The interests back of this movement hope that 
it will have the desired effect, because of the deplorable 
housing situation, particularly in New York City. It 1s re- 
ported that homes are needed for at least 75,000 famulies, 
and unless there is some immediate activity of a pro- 
nounced character, the situation next Fall will be extreme- 


‘ly bad. 


The tinancial situation in New York, so far as building 
loans are concerned, has given substantial support to the 
apartment building movement with the making of two 
large loans by prominent institutions. Each of these 
averegated half-a-million dollars. These successful nego- 
tiations are interesting and encouraging, and some ot 
the homes will be ready for occupancy this Fall. 

The present situation in New York has caused the pass- 
age of a bill permitting the conversion of existing four- 
story and basement houses into tenement houses for four 
families, which was approved at an extraordinary session 
of the Legislature last week under an emergency message 
from Governor Smith. This is designed to relieve the 
housing shortage and gives some idea of the dire need 
for homes in this part of the country. 


Thomas Day, of Trenton, has been awarded the con- 
tract to install plumbing equipment in the new school 
in the course of construction in that city. 

John A. Dowling, of Trenton, will install modern 
plumbing in the new school at Lambertville. Considera- 
tion, $7,500. 
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[Mention 


us 
W. A. Russell, of W. A. Russell & Co., New York City, 


has lett for his camp in the Adirondacks, where he will 


spend the summer with his family. 

HH. Romeyn Smith, manager of sales in New York City 
tor the Detroit Valve & Fittings and Detroit Brass Works, 
announces that he has established a warehouse at. 66 

iff Street in that city. 

W. T. Casey, recently honorably discharged from army 
service, has become associated with the Jas. Robertson 
Manufacturing Co., of Baltimore, Md.) Mr. Casey enlisted 
i the Quartermasters’ Division at the beginning of the 
war, prior to which he was for several years connected 
with the Jos. A. Vogel Co., of Wilmington, Del, 


TRAINING A BOON TO MANY CONCERNS. 

The practical value of industrial education in > manu- 
facturing plants tinds abundant evidence in a_ bulletin 
eutitled “How Training Departments Have’ Bettered 
Production,” which has just been issued by the United 
States Training Service. This publication contains a 
symposium of experiences in seventeen American factory 
training departments, together with valuable suygvestions 
as to how to carry on instruction. A variety of industries 
is represented among the concerns listed. In each case 
an attempt has been made to indicate just the manner 
in which training has been applied, the approximate 
length of training, the benefit derived, the cost, ete. 
Among the concerns whose-experience 1s recorded are a 
manufacturer of electric machines, adding machine 
makers, and photographic supply company, a large tool 
works, an automobile motor builder, a large electric ma- 
chine plant, a maker of gear cutting machinery, manu- 
facturer of farm implements, and gun making plant. 

The pamphlet shows that each concern employed prac 
tical production men, possessing ability as instructors, to 
study the various operations performed in the plant and 
determine just how each one should be taught. In most 
cases a separate room was set aside for the training de- 
partment in which representative machines were in- 
stalled. On these machines selected workers are trained. 

Reports show that on the average the learning time 
is approximately one-half that ordinarily required for 
“breaking in” an emplove by the old haphazard method. 
In some cases the training work here discussed was in- 
stituted during the war where the emergency required 
that special attention be given to training new employes. 
In other plants, however, training was adapted to more 
normal times and was maintained to upgrade old em- 
ployes, as well as to “break in” new employes. 

The United States Training Service considers that 
under normal conditions helping old employes is the 
chief task for a training department. The concluding 
pages of the pamphlet are devoted to a plan for or- 
ganizing a training department and indicate in detail 
what should be taught and how to teach it. This bulletin 
is one of a series which has been published by the United 
States Training Service for free distribution. All re- 
quests should be addressed to the United States Training 
Service, care of the Department of Labor, Washington, 


D. 
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Economical Heating—A sufficient reason why you should Install 


PIERC DOWN DRAFT 
HEATING BOILERS 
For Steam, Water, Vapor, Vacuum, Heating 

There are other reasons, too: 

1. Magazine Feed. 

2. Down Dratt. 

Smoke Consuming 

$ 25% Fuel Expense Saved. 

5. 50% Less Attention. 

6. All Cast Iron. 


Manufactured only by 


PIERCE, BUTLER & PIERCE MANUFACTURING CORP. 


Ground Joint Connections 


For 
Iron Pipe 
Male 
or Female 

To Slip 
Nickel 
Plated 


Prices Tube 
G dR id 
Wolverine Brass Works 


Brooklyn NEW YORK Philadelphia 
Boston Worcester Syracuse Baltimore Washington | 
“VISIBLE” 


Building Bigger Business 


Requires hard work on your 
part. 

Don’t lose trade by using 
inferior products. 


Haydenville Products 
are ‘‘Trade Builders’’ 
Use Them 


THE HAYDENVILLE COMPANY 
Haydenville, Mass. 
Since 1845 


OR lasting quality and true capacity 
use “KOVEN” Pure Lron, Double 
Row Riveted, Galvanized Range Boil- 
ers, or NACO Galvanized Range Boil- 
ers made of open hearth steel. These 
boilers may be bought of jobbers every- 
where. 


L.O. KOVEN & BRO. 
50 CLIFF STREET NEW YORK 
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$1.00 minimum. 


Situations Open 


WANT EIX—SALES ENGINEERS TO 

sell the ‘“‘Wiley’’ line of improved Vapor 
Hieating Appliances (j00d territories 
open. Simplex Heating Specialty Co., 
Inc., Lynchburg, Va. 5-3tf 


WAN T YOUNG MIAN 
enced in high grade plumbing tixtures 
for display room work und to eall on 
architects and butiders Single man. pre 
ferred mxcellent opportunity for 
alert, capable man with a growing whole- 
ale house Are es care “Domestic 
‘hicago 


WANTED ALL-ROUND PLUMBER 


and steamfitter in Ohio. eit of 5. 
Prefer married man. Steadv work vVeat 
round with a good business chance to 
right man \ddress 26.3, care “Domestic 
Mngineering,” Chicago 2S 


WANTED—SALESMEN TO HANDLE 
our line of plumbers’, steamfitters’ and 
Angiyn brand brass goods, on commis- 
sion basis. Territory in every state. 
Write Angster & Lynch, Newark, N. J. 
2-22tf 


WANTEI—A-1 PLUMBER WITH SOME 
knowledge of steam fitting who can 
take entire charge of shop Mi Ist have 
union card and state certificate (‘an ie 
quire interest in business if qualified. No 
capital necessary. location, Northern 
Illinois Address 670, care “Domestic 
Chicago H-21; 28; 


Situations Wanted 


Na, MAN LATK OF PRAIRIE 
buvision, fought in many battles, seeks 
position With Chieago manufacturer or 


jobber No experience in field willing 
to learn \ddress care “Domest 
engineering. Chicago 6-28 


WANTED POSITION AS TRAVELING 


salesman, to call on plumbing: suppls 
jobbers Vin famillar with all branches 
f the plumbing supply trade \ddress 
VOTH, care ‘Domestic Engineering,” Chi- 


DISCHARGE SOLDIER WANTS A 
job as salesman or assistant With a 
plumbing and iieating supply house or 


manufacturer Has ten years’ experi- 
ence in business in a Southern cits In 
perfect health, clean cut and has geod 
reference and is twenty-nine. Was 


ealled into service for Mexican Border 
trouble and held in service for overseas 


duty An Eastern or Southern jobber 
preferred Address 2678, care “Domestic 
engineering’, Chicago H- 2S 


For Sale. 


FOR SALE WELL ESTABLISHED 

plumbing and heating business iixcel- 
lent patronage Very good location. in 
ohio Must sell owing to poor health 
Address 2669, care “‘Domestic Engineer- 
ing, (Chicago H-21; BS-7T-5 


DOMESTIC ENGINEERING 


i Classified Advertisements 


The charge for advertisements under this heading is 6 cents a word, including heading and address; 
To insure insertion, copy and remittance should reach us by Wednesday morning. 


FOR SALE—ONE OSTER 306-B ELEC 

tric threading machine, 1'y to 6-in, pipe 
l’rice right Samuel Buchanan & Co., Ft 
Wayne, Ind. 6-21 


HEATING AND Vie NTIL ATING EQUIP- 
ment for enle NO. 11 American 
Blower Company's Sirocco Fans, right 
and left: 2 9”xsS"” Type A engines; 25 seo- 
tions No. 25 Heater Coils. Condition A-] 
Can be inspected or will furnish plans 


(* G. Conn, Ltd., Elkhart, Ind. 


Miscellaneous. 


MANUFACTURERS OF STEAM AN} 
plumbing goods of national reputation 
looking for agent in Middle West, are in- 
vited to write Evans Valve & Piping Co., 

617 Chamber of Commerce, Chicago 
7-12 


WANTEID—TO GET IN TOUCH WITH 
some reliable manufacturer to manu- 
facture my patent removable spicket seat. 
(‘an re-seat spicket without removing it. 

Apply to kt. W. Silling, Smithfield, Va. 
§-14/7-6 


WANTEI—SALES LGENCY 

plumbing, heating or engineer supplies 
or init es J Moone Sales 
R12 W. Lake St., Minneapolis, Minn. 6-2s 


MBING HI ATING: COST 

Keeping Blanks, Time Steets, Job 
Tickets, Order Books, Material Slips, Hs 
timate Sheets, Contract Planks, Fitting 
tin Markers. Send stamp for free sam- 
pl Hadden Specialts Haddon 
Heights, N. J 


YOU CAN SELIG THE TRANSMIT-O- 


hone to the plumbing contractor. It 
is an instrument to locate hidden pipes 
and leaks. We have Several territories 


open and an interesting proposition to 
the right men. Write us and see, Side 
line, if preferred, Ravder Products Co., 
(‘ommercial Trust Co. Building, Philadel- 
phia, Pa 6-2857-5-12 


SELIL. YOUR SURPLUS COUPLINGS 
and fittings. Write us. The A. & J. 
Mfg Co.. 557 W. Lake St., Chicago. tf 


WE BUY AND SELL USED PLUMB- 

ing and heating material. D. B. Plumb- 
ing & Heating Sales Co., Ft. Wayne, 
Ind 2- 1 tf 


WE WANT TO BUY—A FACTORY AND 
business of a good line of plumbers’ 
brass goods. If you have this kind of a 
factory, we can make quick, clean work 
of buying you out for SPOT CASH. 
Therefore, state clearly in your first let- 
ter full particulars, together with orice 
Address 2674, carefor quick results. 
‘“‘Domestic Engineering,’’ Chicago. 


[LIA STRATED STATIONERY ANI 
advertising for plumbing and heating 
trade. at reasonable prices. Large as. 
sortment of cuts; prompt delivery. Sam- 
ples and price list mailed the minute 
vour request arrives . Fink & Sons. 
Mail Order Printers, 56 N. 7th St., Phila- 
lelphia, Pa. -15t 
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NEW YORK OFFICH ANID SHOWROOM 

space to let. A small attractively fur- 
nished ground floor office in the centre of 
the Architects and Builders district of 
New York City, together with secretarial, 
stenographic and telephone service, also 
space in display room in charge of at- 
tendant acquainted with the line, suitable 
for use by the New York Representative 
of an out of town manufacturer, may be 
obtained by desirable party at a very 


re asonable rental. Address 2677, care 
‘Domestic Engineering,’ Chicago. 


Government Proposals 


TREASURY DEPARTMENT, 
ing Architect's Office, Washington, D. C., 
June 9, 1919. Sealed Proposals will be 
opened in this office at 3 p. m. July 7, 
1919, for a new water main and repairs 
to Plumbing, ete., at the United States 
Marine Hospital! at Evansville, Indiana, in 
accordance with drawing and specifica- 
tion, copies of which may be had at this 
office or at the office of the Custodian, 
ivansville, Indiana, in the discretion of 
the Supervising Architect. Jas. A. Wet- 
more, Acting Supervising Architect 

6-21: 28 

TREASURY DEPARTMENT, Supervis- 
ing Architect's Office, Washington, ID. C., 
June 9%, 1919. Sealed Proposals will be 
opened in this office at 3 p. m. July 7, 
1919, for Shower Bath, Water Heater, etc., 
in the United States Court House and 
Post Office, Tallahassee, Florida, in ac- 
cord ince with the specification and draw- 
ing, copies of which may be had at this 
office or at the office of the Custodian, 
Tallahassee, Fla., in the discretion of the 
Supervising Architect. Jas. A. Wetmore, 
Acting Supervising Architect. H-21; 2S 


TREASURY DEPARTMENT, Supervis- 
ing Architect’s Office, Washington, I). C., 
June 28, 1919.—Sealed proposals will be 
opened in this office at 3 p. m., July 22, 
1919, for changes to Plumbing, ete., in the 
l"nited States Interior Department office 
building. Washington, DD. in aeccord- 
anee with the specification, copies of 
which may be had at this office or at the 
office of the Chief Clerk, Interior Depart- 
ment. Washington, in the discre- 
tion of the Supervising Architect. Jas. 

Wetmore, Acting Supervising Archi- 
tect. 


@ FREE ADVERTISING SERVICE. 
Mor Returned Soldiers, Sailors and 
Marines. 
The “Situations Wanted” Depart- 
* ment of ‘‘lvomestic Engineering” is 
open to returned soldiers, sailors 
* and marines, who are in need of 
employment, for free insertion of 
* advertisement. When sending ad- 
vertisement, please state briefly 
* and clearly the position you seek, 
x with vour qualifications. Replies 
can he sent direct to you or care 
x of “Domestic Engineering,’ which- 
ever you desire. 
x 


of the Lawn Garden Irriga- 


Mention Domestic ENGINEERIN 


= GET YOUR SH ARE tion Business in your town 


i Zee After you have made one installation of the Brooks System, 
ew. the rest will be easy. 


ELEVATION AY Dirt-proof. Seif-cleaning. Good profit to plumber. 


Brooks Jawn Sprinkling, System 


Frost - Proof -Underground 


Sells on sight. No hose. No labor. 


Delivers fine misty spray like rain. 


Write for information. 


JOHN A. BROOKS 


283 Burlingame Ave., 


Detroit, Michigan 


G when writing advertisers. 


— 


£30) | 
3 
2 
3 
| 
| | 
‘ 
| 
i 
= 
— 
| 
: 
| 
| 
| 
‘3 
¥ 
— 
P 
é 
4 4 
(‘over 
drops i 
when 
tucned 


HIO STATE 


LENGINEERING 


LIBRA 


it A Weekly Record of [rogress in Plumbing, : 
Heating, Ventilation and all Matters 
Pertaining to Domestic Sanitation 
JUNE 21, 1919 $3 
Wie =. 
| = 
will require an immense amount of Plumbers’ Brass Goods. =a > 
Select them for Quality, Durability and Appearance. These = 
three features are combined in the entire line of NORTHERN = Hin 
Brass Products. == 
=| 
; No. 3 Compression Double Bath Cock, Nickel Plated, with four Ball China Index Handles. = 
‘ All parts standard. = 


Your jobber can supply you. 
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DOMESTIC ENGINEERING 


CULTIVATION of this habit will 
mean a lot to you and to your cus- 
tomer. It will mean that you will 
secure “The Range Boiler of Dis- 
tinction’ and your range boiler 
problem will be reduced to a minimum. 
With the high cost of labor you can’t afford 
to handle anything but the most reliable, as 
boiler replacements are expensive. 


Architects are now 


Remember, if a jobber doesn’t happen to specifying Range 
have a “Riverside,’” he'll ask you to take Bailers with the 
something else. Tell him to stock River- above trademark. 

: side’’ if he wishes to retain your range boiler It is a protection to 
business, as you know two nails are stronger their client and their 
than one, meaning that a brazed riveted reputation. 


joint is a type of construction “‘more’’ than 
the average. 


Say “‘Riverside’’—the boiler built for 
strenyzth and safety as well as range boiler 


on 
a” 
service. 


SS 


The ‘‘Riverside’’ Double 
Extra Heavy “‘Kopsteel’’ 
Range boiler is guaran- 
teed for six years at 150 
lbs. working pressure. It 
is well worth the extra 
cost. In certain districts 
it is replacing copper boil- 
ers. Ask your Jobber to 
stock them. 


’ 
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Value Received 


tia taal dollar for dollar, on his investment. 


Naturally, he recommends the plumber, as 
well as the VOGEL, to his neighbors, thus cre- 


ating an endless chain of business. 


Frost-Proof Closets 


cannot freeze because there is no water in tank 
or any part of closet when not in operation. The 


installation is simple. The VOGEL Outfit is as- 
sembled and tested at our factory and no pit is 
required. 


Get VOGEL Closets from your jobber. 


For other types of VOGEL Closets, refer to 
Pages 20 and 21 of this issue. 


JOS. A. VOGEL CO. 


WILMINGTON DELAWARE 
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PAIRS LEAKS in HEATING SYSTE 
QUICKLY AND PERMANEN 


yy 
YY 
ure racKe oer S¥CaMone 
tihng EY 


* Nortiwe, vis, 
Marj tern o 
Section In 20 Minutes — 
*Atlemen._ lots” 
That's what Se-Ment-O] did for this man. Think "322, 
of the service you can give your customers with it! ae Pairing’, © interested 
Boiler Se-Ment-Ol is guaranteed to search out the Ord 
1 Be 
leaks in a boiler or heating system and repair have 122 "ae crac 
them permanently. Contact with air congeals lot ave be be ough 
this liquid into a hard, elastic, metal-like repair 41d wory labor, “"POnsive Placed 
Paired. ne, give 5 Ould 
that will withstand a pressure of 500 pounds. Feature Since then exe Mimteg 
Im the 2. 
A sure cure for sandholes, loose set-ups, bad threads, to ne @ re 
poor gaskets or leaking valves. Just one application am Meting 18 
does the trick—and you have a lasting repair. ‘48 Wil) », ens endat; 
Nteres: 
Y to 
You will find by actual experience that your profits OUre very truay you 
are largest when using Se-Ment-Ol on all repair jobs. "ISCongry AUT 
Buy right! © EXchancp 
Use Boiler Se-Ment-Ol as “insurance’’ on new work. XS AS 
Figure it in on your estimate. Apply it after clean- 
ing out the completed job—then you'll be sure the ger, 
system is leak-proof. 


Buy the yellow cone-topped can— it's handy to use in awk- 


ward places; no funnel needed. List prices, United States and Y y 
Canada—quarts $4.00, gallons $14.00. eee 


Write for the name of your jobber, and special discounts. 


hhh 


= 
Build Now | 
WN A HOME 
FOR YOUR CHILDREN’S 


AK 
U. $. DEPT. OF LABOR 
= 


The Northwestern Chemical Co. COUPON 
- 7 The Northwestern Chemical Co., 
1605 State Street, Marietta, Ohio, U. S. A. anni Ohio—D. FE. 
Canadian Factory: Montreal, Canada Please send me your special discounts and the 


name of my nearest jobber who sells Se-Ment-O] 
Name 


Address 
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HE plumber going after the rapidly 
increasing trade of farmers has the 
advantage over mail-order competition if 
he handles “V & K” Systems—he is able 
to offer a better system than the mail- 
order houses can furnish. 


The exclusive sales policy of the 
makers of ““V & K’’ Systems 
protects the legitimate plumber 


The Vaile-Kimes Company 
DAYTON, OHIO 


Mention DomEstic ENGINEERING when writing advertisers. 
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CAPITOL” VALVE 


for Every Radiator 


Twenty years devoted to the manufacture of highest quality brass ’ 
products, gives added prestige to “Capitol” Brass Goods. o's 
“Capitol” Valves are original and symmetrical in design, uniform in 
size, quality and thickness, nicely finished and have full sized openings. ; 
They are tested to 125 lbs. hydraulic pressure and thoroughly inspect- 
ed before shipment. f 
A “Capitol” Valve on a radiator assures perfect service and constant 
satisfaction. } 
“Capitol’’ Brass Specialties include: 
Steam and Hot Water Radiator Valves » 
Globe Valves ant 
Gate Valves 
Pop Valves 
Union Elbows 
Pressure, Vacuum and Altitude Gauges 
Water Gauges 
Compression Gauge Cocks 
Write for Catalog covering entire line. 
Capitol B 
apitol Brass Works ; 
(Established 1899) 
Detroit, - Michigan 
| 
‘ 
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THE MOST 
PROFITABLE 


IS THAT WHICH HAS THE GREATEST FIELD. The 
entire farming community—every village and city has scores 
of live prospects for ELECTRIC PUMPING UNITS. Run- 
ning water on the farm is no longer a luxury but a necessity ; 
and RIGHT NOW, with the unusual prosperity, is the time 
for YOU to sell 


PETERS 

ELECTRIC 
AUTOMATIC 
WATER 
SYSTEMS 


THE PETERS OUTFIT—Fig. 400—has a pumping capac- 
ity of 135 gals. per hour—suitable for vertical lift up to 25 
feet, and furnished with black or galv. Tank of 53, 65 or 82 
gal. capacity. Equipped with special high duty Induction Mo- 
tor, which always starts and always finishes. Produces maxi- 
mum power efficiency with minimum current consumption. 


PETERS ELECTRIC PUMP—Fig. 300—herein illustrated, 
is the last word in Automatic Electrical Pumping efficiency. 
Belt driven, noiseless, self-oiling, capacity 135 gals. per hour 
up to 50 lbs. pressure, and a real economical Pumping Unit 
for residence or apartment house service. 


‘, YOUR SALES AND PROFITS will depend largely upon 
, the line you adopt—one that will meet all electrical conditions, 
‘capacity requirements, and serve your customers with the high- 
/est possible degree of satisfaction. You will find all this in 


_ PETERS ELECTRIC PUMPING EQUIPMENT, and the prices 


are right. 


Fig. 300 


Write for Electric Pump Bulletin. 
Fig. 400 


PETERS PUMP CO. Kewanee, Ill. 


leis 
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KEWANEE 
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THE 


ECONOMY AUTOMATIC 


COMBINATION BOILER 
GAS WATER HEATER 


WITH POSITIVE THERMO-VALVE CONTROL 


is the best piece of equipment on the market for rendering instant and continuous hot water 


service with gas as the fuel. 


It is a storage boiler with patented interior gas heating construction. 


It operates independently 
but it can be connected with coil in heating plant to serve as the storage hot water boiler during the 
season when the heating plant is operating. 


The architects of the entire United States are specifying the Economy Automatic Combination 
Boiler and Gas Water Heater for residential work, for two flat buildings, for three story apart- 


ments for factory lavatories, restaurants, club showers, etc. 


market can do. 


The plumber who knows the 
“Economy Automatic” finds it a 
wonderful help to him in meeting 
his customers’ hot water prob- 
lems. 


“Clow Bulletin’’ and “Sweet's 
Architectural Catalogue” carry 
our full information to plumbers 
and architects. Plumbing supply 
houses sell the “Economy Auto- 


matic.” It is manufactured in 
all sizes from No. 18 (size 12”x 
36”—nominal 18 gallons capac- 


ity) to No. 120 (size 24”x60”"— 
nominal 120 gallons capacity) 
under our patents on contract by 
the L. Wolff Manufacturing Com- 
pany, Chicago, and it is made for 
long life in service. 


We want the best plumbers in 
every community to become 
friends of the Economy Auto- 
matic Combination Boiler and 
Gas Water Heater. It will be a 
much appreciated friendship all 
around we are. sure. Every 
plumber who installs ‘Economy 
Automatics” deserves and gets 
the friendship of the users. We 
know this. If you doubt it, just 
commence to recommend and in- 
stall “Economy Automatics” and 
find out how true this. state- 
ment 1s. 


ECONOMY HEATER 
COMPANY 


108 SOUTH LA SALLE STREET 
CHICAGO 


FLUE CONNECTION 


CIRCULATING 


HOT WATER TUBE NO. 


LEFT WATER BACK 


CONNECTION 


CONDENSATION PAN 


AUXILLARY WATER HEATER 


CONDENSATION PAN 


It does what nothing else on the 
_HOT WATER TO FIXTURES 


— 
OLD WATER INLET 


Mie 


AIR MIXER 
GAS VALVE 
ADJUSTING 


NEEDLE VALVE 
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CIRCULATING 


HOT WATER TUBE NO.2 


RIGHT WATER BACK 


CONNECTION 


"RETURN WATER INLET 
TO HEATER 
DOUBLE CIRCULATING 


WATER HEATER 


__GAS BURNER 


DRAIN 
Mis WATER BACK 
CONNECTION 
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The time and labor saved on connecting up a new fixture to an 
existing line, or replacing a defective length of pipe, often pays 
for the IDEAL Insertable Joint, making the job almost clear 
profit to the plumber. 

The old profit-eating method was to take down a whole stack, 
or spring it and cause broken joints, in order to remove a length 
of pipe or cracked fitting. This unnecessary work can be elimi- 
nated by simply cutting off the part of the pipe that is to be re- 
moved and inserting the plain pattern of the Ideal Joint. 

Where a new connection 1s to be made, use the Ideal Joint 
with a T or Y inlet, as may be needed. The joint and soil fitting 
are combined so that only the one fitting 1s required to make the 
connection. 


On your next job of this kind, try the Ideal Joint and be con- 
vinced of its merits. 


filustratinge an ea Showine 


Showing Method of lilustrating an “[Tdeal" joint with 2-in, Tee 
rting eal joint with a 2-in. Y Inlet let in position fer in Caulking atter ok 

Joint into etack. in position tor (*‘aulking serting into stack serting in 
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Every Master Plumber knows how much the success of his business depends 
upon the results obtained from the equipment he installs, and how important it 1s to 
use only such fittings as can be depended upon to give long, satisfactory service. 
That is why most successful plumbers use IDEAL Fittings. 

The Ideal Cast Iron Closet Connection can be used on any job with the positive 
assurance that it will make a leak-proof connection. It will never bend, crack, sag, 
rust or corrode, and is not affected by heat. 

It costs less to install than the old-style lead bend and makes a connection you can 
guarantee for permanent service. 

The Ideal Connection is made in 60 patterns—extra heavy or medium weight — to 
calk into hub of 4-inch heavy or standard fitting. Openings Sanitary T or Y, to be 
tapped 1% or 2-1nch I. P. 

Ideal Fittings give ideal service. Why not adopt them as standard for your work r 


Write for details, prices and discounts. 


This Iron Flange is fur- 
nished with each connec- 
tion. It calks on the short 
end the bend. The 
‘lane s 7 in. in d am-ter 
4, fits td the base of all 
earthen water closets 


33 Connection. Has 2-in. I m vent on top = 
s 1%-in Y. opening on ich side Use No Connection with Bras Flange 
either ‘right left vent and other ide openings or vent 


INFIELD, PENNSYLVANIA, J 
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The name “Humphrey” is understood everywhere 
as being synonymous with efficient and economical 
hot water service. The two ideas have become asso- 
ciated as one in the minds of the American public 
through personal experience with the Humphrey 
service, as well as our nation-wide advertising cam- 


paigns. 


When you suggest a Humphrey to your customer, 
you are not introducing a new, untried or unheard-of 
device, but a heater with proven merits. 


AUTOMATIG GAS WATER HEATER 


furnishes abundant and cheap hot water. The turn 
of the faucet automatically lights the gas burners and 
when shut off the gas expense stops. 


The Most Economical, Convenient and Care-Free 
Hot Water Service 


Troubles usually expected in an automatic mechan- 
ism have been anticipated and disposed of in advance, 
by various perfected, patented features that insure 
reliability, safety and the utmost economy. 


Write for interesting Book- 
let, ‘‘Money Making for Mer- 
chant Plumbers’’— it’s free. 


Humphrey Company 


(Div. of Ruud Mfg. Co.) 


Kalamazoo, Michigan, U.S. A. 
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Home of the Rhode Island Union 


Are YOU Using 
The RHODE ISLAND UNION? 


If you are not installing the Rhode Island Union, you 
are passing up a good fitting—one that makes good on 
every job, not only at first, but continues to give satis- 
faction year after year. 


The Rhode Island Union eliminates all possibility of 
leakage. It is designed with fewest joints and is made of 
highest grade malleable iron in just the right weight to 
assure perfect service. 


Inserted Bronze seat is so arranged that it cannot slip 
or fail to seat properly. No gasket required. Ground 
joint. Briggs standard taper pipe threads. Guaranteed 
for 300 pounds working pressure. 


Get the facts and you will adopt the Rhode Island for 
use on all jobs requiring a union. 


Rhode Island Fittings 
Company 
Hills Grove, Rhode Island 
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Safeguard the Well-being 
and Health of the Future_ 


- 
» 
. 


- 


\UNDER THE, 


GROUND 


VERSAILLES~ 


—a name that echoes around 
the world as the starting point of 
momentous things, isin our minds 
today as never before. | 
Following the reign of Louis XIV, 
who made Versailles a famous court, Ses pa 
it has seen the inauguration of 
Presidents and Kings~was the Entente 
center for their deliberations upon the 
conduct of the great war~ and in this 
big year of (919, it establishes itself 
as the seat of a precedent-making epoch 
where the United States, leading other Govern- 
ments of theWorld, shall inaugurate the 
beginning of the thousand years of peace 
A ie And when that thousand years shall have 
registered in full, the Cast Iron Pipe of 


the famous fountains of Versailles (already i 
two-and-one-half centuries old), will still | 
be doing duty= twelve hundred and | 
Titty years \T LASTS FOREVER~ 


~may the ‘most great peace’ do likewise 


re 
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Service in 
uilding Drainage 


ENGINEERING 


HE coming of glorious victory again makes available those 
necessities which Uncle Sam had to have to complete the 


one and supreme task of Winning the War. 


Foremost among those necessities and needed in enormous 
quantities was meta!, and for the duration of the war practically 
all of the Cast Iron Soil Pipe made was for Government activities 


only. 


FOR EMPLOYMENT 
PROSPERITY 


AND MAKE YOUR* 
BUILDINGS 


SANITARY 


cr Coy SOL. FIFE SHOULD 


These conditions necessitated war measures permitting the use of sub- 
stitutes for Cast Iron Soil Pipe. These measures are now being capitalized by 
selfish interests to further the use of their products which cannot provide per- 


manent sanitary building drainage. 


But the ability to give service that is permanent, economical and sanitary 
is truthfully told through the indisputable and unequalled records of Cast Iron 
Soil Pipe which is again available to provide building drainage in accordance 


with the highest principles of sanitation. 


Specifications and illustrated literature will be mailed upon request by any or all of the following indepegdent and 
competing makers of Cast Iron Soil Pipe and Fittings. 


Medina Foundry Co........ Medina, N. Y. Union Foundry 

Medina [ron and Brass Co. .Medina, N. Y. Weiskittel & Son 
National Foundry Co. of N. Y., Ine. — Wetter Mfg. Co., 

Brooklyn, N. Y¥. Abendroth Brothe ra. 
National Pipe & Foundry Co..Attalla, Ala lat Pi F 1 
Reading Foundry & Supply Co...... Alabama Pipe & Foundry 


Sanitary Co. of 


Salem Brass & Iron Mfx. Co. .Salem, N. J. 
America....QLinfield, Pa. 
Somerville Iron Works..New York, N. Y. 
Standard Foundry 
Superior Mfg. Co. 


Co ... Anniston, Ala. Bessemer Soil 
.Bessemer, Ala Campbell Mfg 


American Foundry & P ipe 


Anniston Foundry 


Casey-H 
Central 
Charloft 


edges Co., The 
( *‘hattanooga. Tenn 


‘Foundry ‘Co. ...- New York, N. Y 


e Pipe & Foundry Co..... 
Charlotte, 


Coosa Pipe & Foundry Co 


tradsden 
Haines, 


Johnson 
Krupp 


PIPE 


LASTS LONGER THAN THE BUILDING 


Birmingham, Ala 

‘ipe & F ‘oundry Co. .Jac Kkson, Ohio 

Pipe Co Gadsden, 
Jones “& Cadbury 

Philadelphia, Ps 

[> New York, Y 


Foundry Co Lansdale, Pu 


A 
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THE INCOMPARABLE 


NIEDECKEN MIXER 


PATENTED 


7500 SHOWERS 
Made on Order of 
U. S. GOV’T WAR DEP’T 
For A. E. F. 


HOTEL PENNSYLVANIA 
N. Y. 
Statler Operated 
Steam Type for Industrial Showers. The World's Largest Hotel 
“Wash Sinks, Ete. 1000 SHOWERS 


WRITE FOR BULLETIN D-20 


HOFFMANN & BILLINGS MFG. CO. 


(MANUFACTURERS SINCE 1855) 


MILWAUKEE, U.S. A. 


Mention Domestic ENGINEERING when writing advertisers. 
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RELIABLE MANUFACTURING 
BEHIND GENERATOR 


QUICKER HEAT—LESS COAL 


The Penberthy Vacuum Generator is a most economical installa- 
tion for any type of closed steam heating system. Saves 20 to 35‘c 
in coal. Pulls the air from system and by creating steam under a 
vacuum with nothing to obstruct its free passage, the whole radiator 
heats almost instantly. Operates by water pressure. ‘eing semi- 
automatic, it can be turned on when more heat is desired, otherwise 


it is not in operation. 


Shuts off automatically, making maintenance 


cost negligible. Discharges foul air into sewer. Eliminates water 


hammer in radiators. 


Price is only $35. Soon pays for itself in coal 


PENBERTHY 


AUTOMATIC CELLAR DRAINER 


gets rid of surplus water anywhere and everywhere. Work- 
ing parts above water. Entire mechanism of bronze. Can- 
not rust or corrode. No leather or springs used. Operates 
without noise. 


Ask your jobber. 


PENBERTHY INJECTOR COMPANY 


ESTABLISHED 1886 


DETROIT, MICHIGAN 


Canadian Factory 


New York Depot 
Windsor, Ont. 


71 Beekman Street 


Mention Domestic ENGINEERING when writing advertisers. 
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(HEATING | UCSPECIACTIES | 
| 


Used in Thousands of Prominent Buildings and Homes 
in United States and Canada 


B & B Multiflex Return Trap 


is entirely automatic in operation. Removes the air and water from heating sys- 
tems and prevents escape of steam. Made of metal throughout. Thermostatic, 
super-sensitive—responds almost instantly to the slightest temperature change, so 
that condensation is discharged rapidly. Permanently adjusted. Easily and quick- 
ly installed. 


The Multiflex Valve is a great improvement over all others and is guaranteed 
for perfect satisfaction. 


The B & B Vacu-Trap 


for two-pipe vacuum systems, automatically keeps sys- 
tem free from air and drains condensation as fast as 
it forms, so that radiators and coils are always heated 
up to steam temperature. Large opening gives it 
greater capacity than any other return trap. Suit- 
able for varying steam and vacuum pressures. The 
B & B Vacu-Trap complies with U. S. Government 
specifications and passed Bureau of Standards tests 
with an efficiency of over .99. 

Each B & B Specialty is in a distinct class and 
guaranteed to perform the work for which it is 
intended. 
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Pipe Die maker to thos 
who know 


DOMESTIC ENGINEERING 


Water, water, everywhere, 
And not a drop to drink! 


After July Ist 


Lots of people who thought that water was just some- 
thing to swim in, are going to begin trying it as a 
beverage July Ist. 


The United States is going to get piped—with pipe. It 
looks like a good year for cold water plumbing. 


But there is one thing nobody will have to quit using— 


NYE DIES! 


So the plumber can be happy 


The Nye Die is going to keep right on saving the 
plumber time, money, material and temper. 


All pipe looks alike to a Nye Die. Sent on absolute 
free trial to any dealer. 


IT IS THE DIE THAT MAKES CUSS WORDS UN- 
NECESSARY. 


Try the Nye Die and you won't mind July Ist. 


The Nye Tool & Machine Works 


108 North Jefferson Street, Chicago 


PAT, JAN.8-07. 


SEE THESE TEETH 


P.S.—Ask your jobber for a 
a Nye Thin Blade Cutter 
Wheel made to fit all stand- 
ard makes of Pipe Cutters. 


5 
U 
7. 
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HE name VOGEL stands for reliability in clq@s 
It is a safeguard against products that wanot 
stand up in service. A VOGEL plumber @¢0 
ahead on a job with the positive assuran@fat 
when finished it will be satisfactory. 


VOGEL Frost-Proof Closets are in ¢ 
everywhere. There are a large number 
heated buildings in your town where V 
Closets can be installed—and the owners 
willing to make the investment if they areé 
the closet will not freeze. 


You can guarantee the VOGEL to be abs 
frost-proof as well as trouble-proof. 


Your jobber can sum y 


JOSEPH 
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and Factory Closets 


The VOGEL No. 5 Closet is made especially 
for Factories and Industrial Plants. It is con- 
structed unusually strong to withstand hard serv- 
ice. The VOGEL Valve delivers a powerful flush 
every time, leaving the closet clean and sanitary. 
Why install an ordinary closet in a factory and 
take chances on its making good, when you can be 


sure about the VOGEL? 


The VOGEL No. 9 Automatic Closet is largely 
used for Schools, Comfort Stations, etc. It is also 
strongly built to stand all kinds of usage. ‘The 
valve always operates perfectly, a characteristic of 


every VOGEL Closet. 


you with VOGEL closets 


4 


COMPANY 


SCARDIED IN ST LOUIS, MISSOURI. 


writing advertisers. 
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HAND AND POWER PUMPS FOR ALL USES 


**Marvel’’ 
Water 
System 


Fresh Water Outlet 3 
on Every System 


Noiseless; self starting: 
self stopping; self oiling: 


self priming; self operating 
Furnished Regularly with A. C. Single-Phase 
in all respects. Fresh water 
outlet with every complete 
system. 
Furnished with gasoline 
Made Also 


engine when electric current 


With Gasoline is not available. 


Engine Attractive folder “A Turn 
of the Faucet” gives com- 
plete details. Write today | 

for your copy. 


Nor 


= 


=. the 
EL 


‘THE DEMING. CO, Salem, Ohio 


HAND AND POWER PUMPS FOR ALL USES 


aon, General Distributing Houses: CHICAGO, Henion & Hubbell; PITTSBURGH, Harris Pump & 2 
Co.; INDIANAPOLIS, ST.LOUIS, PORTLAND. SEATTLE, SAN FRANCISCO,Crane Co.; NEW On, 
Ralph B. Carter Company; PHILADELPHIA, W. P. Dallett Co.; BOSTON Chas J. Jager Sounten 
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A Wonderfully Simple 
Direct Return Tr | 
Simplicity and dependability are the first considerations in the de- ‘| 
signing of Trane Specialties. They are the distinguishing features of 
the Trane Direct Return Traps. These Traps are extremely simple 2 
and efficient in construction. m 
The mechanism, all of which is inside the trap is positive and dependable in opera- ‘af 
tion, and there is no stuffing box, valves, tilting tank or other operating parts on 7 
the outside of the tank to stick or get out of order. | 
Trane Direct 
are regularly furnished for pressures up | 
to 25 pounds and can be furnished on . 
special order for pressures in excess of ? 
100 pounds. They are offered at a price | 
that makes it possible to use a Trane 
Direct Return Trap on almost any in- 
stallation without materially increasing | 
the cost of the job. They are simple 2 
and easy to install and absolutely de- : 
pendable in operation. 5 
It will pay you to know about them. the : 
Write today for illustrated bulletin and prices os. 
103 E. Sixth Street, La Crosse, Wis. 7 
Chicago Branch: 175 W. Jackson Bivd. “4 
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Look Beyond This Repair 
—See the Installation Just Ahead 


HERE are just two reasons why house-owners do not, of 
their own accord, desire to have old, unsanitary plumbing 


fixtures removed and modern, sanitary fixtures installed to take 
their place. The first reason is: The fear of heavy expense. 
The second reason is: Ignorance of the positive dangers that 
lie in old, unsanitary plumbing. You or your journeymen 


plumbers should enlighten them upon these two points. 


Do so, and there’s installation and 
replacement work awaiting you in 
many an old house to which you 
were only summoned to fix a leak. 


If you see that the’ plumbing is out 
of date and unsanitary, point out 
what a danger to health it is. Show 
how, sooner or later, modern plumb- 
ing will have to de putin. Show how 
‘‘Do it Now’’ willsave the needless 
vexation and expense of continual 
“hurry calls” to you, the piumber. 
Then touch on the pride, the com- 
fort, the convenience of Thomas 
Maddock’s Bathroom and Plumbing 
Fixtures. You do rot need to neglect 
new building operations to do this. 
Just remember to develop the full 
possibilities of each. 


This additional and replacement 


business is already waiting for you, 
but owners need your ‘‘Show-me- 
why.’’ Our jobbers are preparing 
the ground for you by largely adver- 
tising Thomas Maddock’s fixtures in 
their local paper. Back up this ad- 
vertising by your own solicitation. 
Above all, when you go on your next 
job, don’t see the leak only. Look 
for the installation or replacement 
work just ahead. There’s big money 
if you or your journeymen will! do 
this. 


We have prepared a plan to make 
it easy for them to report to you the 
exact condition of plumbing fixtures 
on any job. 


If you will send for this plan we 
will help you in every possible way 
to capture this new, big business. 


THOMAS MADDOCK’S SONS COMPANY 
Trenton, New Jersey, U.S. A. 


New York Philadelphia 


Chicago 


St. Louis San Francisco 
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ROWE 


“CROWN” 


Easy -Cutting Pipe Dies 
Labor-Saving Pipe Tools 


Every Die and [ool bear- 


ing the “Crown” stamp 
is guaranteed to give sat- 
isfaction. 


If you are looking for 
time, labor and money 


savers, use Crown’ 
tools. Your jobber has 
them, or can get them. 


Write for Booklet 


Crown Die & Tool Co. 


CHICAGO 
J 


555 W. Monroe St., 


The “‘Crown’”’ Line consists of 


the following: 


utting Adiustahle vie 


Solid 


Reversible Ratchet Stooks 


Improved (*ommon Solid ks 


Three- Way Stock 


Box Stoeks 


Solid) Stocks with Adjustabl 


Bushing 


Adjustable Stocks with Adjusta 


ble Bushing 


Diagonally Serrated Pipe Cut 


ter Wheels 
Bench Pipe Vise 
Post Pipe Vise 
N. FP. Pipe Jaws 
Pipe Bender 
Pipe Cutters 
Reamer 
Union Valve Nipple Wrench 
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CONTRACTOR CAN INSTALL 
HAYNES VAPOR HEATING 


Any standard steam boiler and any make of hot water radiation of sufficient capacity to meet heating 


demands may be used. 


HAYNES MODULATED VAPOR HEATING is known for its efficiency and economy. Your customer 


looks to you for results; these days of high costs and keen competition, results, economy, and satisfied cus- 


tomers count. 


HAYNES 


Vapor Heating insures convenience and economy with JUST ENOUGH HEAT AT EVERY RADIATOR, 
for the heat can be “turned up or turned down” with the HAYNES MODULATING VALVE, heating one- 
fourth, half or three-fourths of the radiator or the entire radiator, regardless of pressure, just the same as 


turning on one or more lights when needed. 


This means a saving on fuel bills, and gives the right heat where and when wanted irrespective of outside 
conditions. 


Send for our booklet, ““Vapor Talk.” 


THE HAYNES SELLING CO. 


Manufacturers Philadelphia, Pa. 


It gives tables for quick preparation of heating figures for any job. 


; Bell Phone, Spruce 480 Keystone Phone, Race 636 
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TWATER SYSTEM 
WATER LINE 


NA 
YERS 

~ RESIDENCE 


PRIME 
HERE 


SPECIFICATIONS 


Base is a one-piece iron pedestal with ma- 


chined pads for pump and motor. 


Pump is double acting capacity 180 gallons per hour. 
Cylinder is brass lined, 1'4 in., stroke is 2 inches. 
Piston is leather packed and is operated by brass 


piston rod. 


Valves are rubber on brass seats of the grid pattern and are 
held in position by brass studs fitted with springs for quick clos- 
ing. Each valve is located under an individual cap—easy to reach 


for adjustment or repairs 


Air chambers placed over discharge valves eliminate water ham- 


mer. 


ERS ELECTRIC 
HOUSE PUMP 


Hot days are thirsty days—more water is used 
during the months of July, August, September and 
October than during any other period throughout 
the year—Because of this and because of the favor- 
ableness of weather for pump installation more 
pumps of every description are installed than are 
ordinarily required during the other months. 


MYERS iixc Electric House Pumps 


offer dealers, plumbers and pump men an exceptional op- 
portunity for profitable and satisfactoy business through- 
out the entire twelve months of the year. These Pumps 
have behind them nearly fifty years of pump building ex- 
perience gained through the continuous manufacture of 
MYERS “Honor-Bilt” HAND and POWER PUMPS for 
Every Service. They are a standardized production— 
every feature is a proven one—every pump is rigidly tested 
before it leaves the factory and is sure to give depend- 
able and eccnomical water service if properly installed and 
operated. 

We know the MYERS SELF-OILING ELECTRIC 
HOUSE PUMP will please you as well as your customers 
just as Myers Hand, Windmill and Power Pumps have 
been doing for nearly a half century, and we therefore 
solicit your thorough investigation of it and of all of the 
other MYERS PUMPS. They stand on their merits and 
are ready to bring you good pump business if you but say 
the word—Let us hear from you at an early date. 

Note Brief Description of the Myers Self-Oiling Elec- 
tric House Pump Given Below, and Then Write for In- 
formation, Catalog and Prices. 


Relief Valve protects pump from excessive pressure. 
Pulley Shaft is 7% in. steel and runs in long, easily renewable 
bearings located on opposite 


the connecting rod. 


Connecting Rod is bronze and adjustable for wear. 

Crosshead is also bronze and runs in bored guide. 

Oil Splash System automatically lubricates all working parts 
except idler pulley which is fitted with self-lubricating bushing. 


Motor Equipment is 1/6 


motor fitted with flanged drive pulley, flat endless moisture proof 


belt and belt tightener. 


Automatic Pressure Controller is supplied with Pneumatic Tank 


Outfits. 


Air Valve, located in end of cylinder, supplies the air for pneu- 


matic pressure 


Complete Outfit includes 


without motor and belt. 


F.E. MYERS & BRO. 


70 Orange St. 


Pump, 40 Gallon Galvanized Tank, 
Motor, Pressure Controller anc Fittings as fully described above 
and shown in the illustration to the left. 

Pump, if desired separate, includes Pump, Vacuum Air Chamber, 
Relief Valve, Pressure Controller, etc., and is furnished with or 


sides of eccentric which operates 


P. high duty, heavy starting torque 


ASHLAND, OHIO 
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OW-A-DAYS it is popu- 
lar to call all Closet 


r : 


People demand it. But, 
what is a guarantee? Will a 
guarantee keep a seat together? 
When the seat goes bad, does the 
Guarantee repay you for the 
trouble it causes, and the loss of 
your customer's good will? 


Not on your life. 


What you want is a seat that will 
stick. A seat you won't have to 
worry about when installed. 


Here is your silent guarantee. X-Ray 
view showing steel hoop in the heart 
of every “ALLRIGHT” binding the 


joints in a vise-like grip—hidden from 


view — protected from moisture—a 
practical guarantee, which the owner 


appreciates more and more. 


And remember, this assurance costs 


only a few cents more, which your cus- 


b OVE SAOWS tomer will gladly pay if you show him. 

S backbono Ask your Jobber 

( loset Soats Manufacturing Co. 


Rural Hall, N. C. 
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Sanitation 


The Main Feature 


The construction of Puritan Cantonment 
Coolers is such that the drinking water does not 
come in direct contact with either the ice or 
melted ice water, but is circulated through a 
brass coil, which is tinned both inside and out- 
side. Coil runs around central compartment in 


which the ice is placed. 


PURITAN 


Cantonment Coolers 


are not only sanitary but economical in ice con- 
sumption as well. The hot weather 1s causing 
an immediate demand for cooler fountains. The 


Puritan meets the most exacting requirements. 


Get vour share of this business now in your 
locality. Write for booklet. 


Halsey W. Taylor Co. 


600 Dana Avenue, Warren, Ohio 


Sectional View S-570 


Showing col submerved 


in melted 1 


Water 


which 


msures positive cooling Oo} 


the drinking 
times. 


water 


at 


all 
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ANCIENT versus MODERN 


HE. method shown here of obtaining a Water Sup- 
ply is the extreme in old fashioned, old world 
methods. At the other extreme is the modern up-to-date 


REECO SYSTEM 


Automatic—Noiseless—Labor-Saving—Sanitary 


An abundance of pure water can be supplied to house, lawn, 
garage and garden, by Reeco Pumps, with Reeco Pneumatic or 
Gravity Systems, operated by Automatic Electric Motors, or by 
Reeco Gasoline, Kerosene, or Hot Air FE.ngines. _ 
Send TODAY for Bulletin B-1 


Rider-Ericsson 
Engine Ce. 


WALDEN, N. Y. 
DISTRICT OFFICES 
20 Murray St., New York 
40 N. Seventh St., Philadelphia 
Fidelity Mutual Bldg, Wilson, 
44 Drayton St., Savannah, Ga. 
116 S. Bighth st., Minneapolis, Minn. 
203 N. Liberty St., Baltimore, Mai. 4 
Ninth and Cary Sts., Richmond, Va 
1536 Franklin St., Tampa, Fla. 
2046 Warren Ave., Chicago. 
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The 
That 
Wears 


The successful plumbing con- 
tractor is just as careful about 
the selection of the plumbing 
fixtures he installs as he is 
about his workmanship. He 
feels responsible for their 
wearing qualities and stands 
to lose on return trips for re- 
pairs and adjustments when 
fixtures are not satisfactory. 


cannot find better looking, 

. A Kalamazoo Leader 
more serviceable fixtures Plate No. 180 Vitreous China Closet Combination 
t an rubber alve, Klevated Ball Cock and 


KALAMAZOO 


VITREOUS CHINA 
Closet Tanks and Bowls 


They are manufactured in our modernly equipped pottery where the utmost 
care is taken to make this product of superior quality and design. 


Kalamazoo Vitreous China Sanitary Ware will give permanent and satistfac- 


tory service. 
Write for descriptive matter. 


Kalamazoo Sanitary Manufacturing Co. Kalamazoo, Michigan 
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Classy, Up-to-date Accessories— 


That. Bring Complete Harmony to the Bat-hroom 


SNO-WITE Bathroom 
Appliances are White 


Porcelain Enamel on 
Castiron. Not a baked 
paint, celluloid or other 
imitation, but Genuine 
Vitreous enamel, ex- 
celling in finish even 
the large fixtures in the 
bathroom. Absolutely 
sanitary, will not rust, 
craze or change color. 


B51. Opal Glass Inset Soap Dish 
4x6 In. 


The square design 1s origi- 
nal with us and in perfect 


accord with modern bath- 
B57. Soap Dish 


4x6 In. 


room fixtures. 


Towel Bars and Grab Rail. 34 In Square. 


Ask your jobber for the SNO-WITE Line. If he cannot supply 


you—write us, giving your jobbers name. 


Let us send you our complete catalog covering Sixty different fix- 
tures, both in round and square styles. 


American Enameled Products Co. 
2118-2128 Prairie Ave. CHICAGO 


B50. Single Tumbler Holder 
4 
> - 
¥ 
: 
| B48. Open Tumbler Holder a 
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The Original TANK-IN-BASEMENT 
SYSTEM HOT WATER HEATING 


7 


a 
D. & T. Fire boiler 
Equipment once a day 
is a fuel when using 
saver. Anthracite 
Coal. 
Cool smoke 
The one 
efficient, 
Fuel con- 
_— Hot Water 
CLINKERS Heating. 
when D. & T. 
Regulator 
is used. No Hot Water 
Heating Plant 
Full unit complete 
of heat without the 
from the D. & T. 
fuel. Equipment. 


Over 47,000 Satisfied Users 


Ask the Salesmen who call on you 


Four points of safety against one point of safety in the other Hot ” D. aT. 
Water Heating Systems. -” Mfg. Co. 

Pl St. Louis, Mo. 
Put the D. & T. on your hot water heating plants 9 pjeage mail me your 
Costs no more to install than the old, out-of-date gravity sys- Pg 
tem. Why not give your customer the best? rs ing.” 


Cut this coupon out and mail today |". 


D. & T. Manufacturing Company Address ......... 


1907-9 Pine Street, St. Louis, Mo. a “ 
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UNDERIM No. 4 
Exposed Shower 
Combination 


cente is 

enter of head, 26'.”" 
istance from cente 
f val odles t 


‘ 
er T I 
NDERIM No 

With Loose Key Stop ko Built- 
in Tub. but Tub must be drilled for 
bat? cock ! 

Waste has screwed joints We do 
! furnish piping between stops and 


DOMESTIC ENGINEERING 


This fitting is rapidly taking 
the place of the regulation 
bath cock combination, for 
many reasons: 


Puts the bath cock where it 
belongs—under the rim of the 


tub. 


Minimizes amount of nickel 
plating to be kept polished. 


Fits regulation roughing-in. 


Fits all standard makes of 
tubs. 


Bather can 


use his foot to turn on more 


Convenient. 


hot or cold water, as desired. 


Plumbers prefer the UN- 
DERIM because it is easy to 
install and makes a nice ap- 
pearing job. 


You cannot buy a neater, 
more durable fixture no matter 
how much more money you 
pay for it. 


If you haven't seen the UN- 
DERIM, order a sample today 
on approval. You'll want 


more of them. 


June 28, 1919 


UNDERIM No. 


1 


(‘hain and Plug Combination 


I'NDERIM No. 


low Bell—Standing Waste 


Combination 


GLAUBER BRASS MFG.CO. 


Cleveland, Ohio 
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Back of NOVELTY 


Al 


Boilers Is the 
Mammoth NOVELTY 


Factory — 


20-48 


fi 


Lam) 

hm 
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NOVELTY }} 


ABRAM COXSTOVECO. 
PHILA. CHICAGO |) 
4 
Til 
4 
: 
4 gat $3 
awe 


For Vapor, Steam and Hot Water Heating 
And back of the NOVELTY factory is the NOVELTY Organization, whose in- 


timate knowledge of manufacturing steam and hot water boilers continuously for 
the past 30 years is your guarantee for the most efficient and economical construc- 
tion. The outside water connections originated with us as did the side feed type. 


Lowest water line, two water connections in both round and 
side feed boilers, ease of erection, etc., are a few of the advan- 
tages claimed for NOVELTY boilers. Manufactured of the re- 
markable FLEX-O-TUF iron that makes them last a lifetime. 


We want every dealer to come to our attractive 
new factory show room at Philadelphia and see the 
full line display, also how Novelty Boilers are manu- 
factured. 


GAe FirstNOVELTY 
Boiler Made 
30 Years Ago 


Write today for further particulars regarding the NOVELTY proposition 


Abram Cox Stove Company 


American and Dauphin Streets, Philadelphia 
NEW YORK, 101 Park Ave. CHICAGO, 736-738 W. Monroe St. 
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Standardized Tank 


ENGINEERING June 2s, 1% 


Trimmings 
In Complete Sets 


lor today’s efficiency demands you will 
want your tank trimmings to come to you 
all packed together, one set in a package. 
It will save time in installing. The parts 
are all made to fit together and are easy to 
assemble. No time is lost in waiting for 
that forgotten or mislaid part. The com- 
plete set is on the job when needed. 


The set of trimmings illustrated is made 
up of the following articles: 


Ampinco Tank Valve, the simplest, surest 
operating and the longest lived valve 
made. 


Ampinco Ball Cock, an elevated cock 
with seat at the bottom, quiet, easy to get 
at and efficient. 


Ampinco Lever, has strength, simplicity, 
and stability; will stay where put. 
Ampinco Solderless Corrugated Copper 
Float with reinforcing center piece. 
Ampinco Supply pipe, elbow, nuts, wash- 
ers, lift wires, refill tube, even the hooks 
for hanging the tank are included in this 
new Ampinco package. 

The surest and safest way to complete 
satisfaction is to specify your tanks fitted 


with the Ampinco Tank Trimmings Com- 
bination. 


Order a sample set for a test. 


The AMERICAN PIN Co. 


WATERBURY, CONN. 
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Patented 


Steam Valve 


Hot Water Valve 


Michigan Radiator Valves 
‘‘The Guaranteed Kind’’ 


MICHIGAN LUBRICATOR COMPANY 
DETROIT, MICHICAN, U. S. A. 
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BETTER SHU FOR 


OU are a business man. Certainly you can see where there is saving here— 
big saving! 

Here's SHUR-TITE, a simple, positive means of stopping all radiator and 
boiler leaks, even in old systems. And because it is so positive and because we 
know it will do as we say, we unconditionally guarantee it. 

Could you want stronger proof? 

Just stop and think. It costs anywhere up to $100 to replace leaky, defective 
sections of boilers and radiators. 

Now, SHUR-TITE coming onto the market —a guaranteed product—will save 
hundreds of dollars and create satisfaction for both the users and sellers of heating 


systems. 
Drop a line to the SHUR-TITE factory and learn more about this wonderful 


preparation. 


Jobbers, Dealers and Steamfitters 
SHUR.-TITE is selling like hot-cakes. 


We have a proposition for you—one you cannot afford to over- 


look. Let us tel you about it. 


Shur-Tite Mfg. Co. 


1240 West Fourth Street Cleveland, Ohio 


Mention Domestic ENGINEERING when writing advertisers. 
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We Wish to 


Announce 


that we can*offer the Plumbing 
Trade a full line of Plumbers’ 


Brass Goods, both Tubular and 
Cast. 


Our facilities for making 


OUR NEW LINE 


of 
Brass Goods \ 


are unexcelled. We 
have been for a quarter of 
a century, the largest manufac- 


turers in the country of Wood 
VA _ Seats and Tanks, which we will 
continue to make. 


| Our facilities, our experience, 
our service--all these 
should mean 
uch to dis- 
criminating buyers of 


Plumbers’ Goods. 


ye Our Products will be known as th2 
F. & K. line. 


Beneke & Kropf Mig. Co. 


Successors to 


Findeisen & Kropf Manufacturing Co. 
21st and Rockwell Sts., Chicago 


Managers of Sales: 
Geo. |. Blowers, E. A. Keithley, E. L. Bortner 
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This trade-mark is your protection; it represe 
manufacturers in these lines; it is the new 6 


Get the 


Here, Mr.Dealer, isthe most complete line of Tanks, 
Pumps, and Power Equipment in America— 

and the ONLY line in which the principal parts 
of each unit are manufactured by one and the 
same organization. 

Why “shop around,” when you can get ALL 
your supplies from ONE source? 

To be really in a position to meet the require- 
ments of your community, you must have a 
representative line of water-supply equipment to 
accommodate ANY local condition. 


NEW YORK: 


21 East 40th Street Leader 


Factories: Decatur 
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2K 


o of the most widely known and successful 
yord for tanks, pumps and power equipment. 


Cream! 


-EADER-TRAHERN products do all this and 
nore — 

fore, because the buying public is already 
amiliar with the Leader-Trahern line, since we 
ell them about it in their home farm journals and 
jome newspapers. 

f you are not now fully acquainted with Leader- 
‘rahern products, let us help you get the cream 
f the water supply business in your community! 
Vrite to us for our Catalog and complete 
etails. 


CHICAGO: 
n Works 327 So. La Salle St. 


ord, Illinois: U.S. A. 
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Installation 


— 


The Kor-Ket is the only permanent flush ball. It has been 
in use long enough to prove conclusively its lasting 
qualities; besides, the nature of its construction and 
materials assure permanence. It is made of 
cork containing hundreds of air cells, each 
separately waterproofed. 


The Kor-Ket Ball is in a class by itself in 
design and construction. Nothing on the 
market made like it or can equal it in quick 
action and long service. Air boosts it up— 
vacuum seats it. Works perfectly in all 
kinds of water. Extra long thread on rod 
makes the Kor-Ket easily adjustable to any 
top rod. Sizes to fit all Douglas type flush 
valves. 


Order from your jobber. 


The Kor-Ket Co., Factory 516 Marquette Bldg., Detroit, U.S. A. 
The Universal Distributing Co., Inc. 


Exclusive Sales Agents 


Home Office: Detroit, U. S. A. 


BRANCHES 
CHICAGO: Cable Buildin BUFFALO: Brisbane Building 
SAN FRANCISCO: Underwood Building 
PITTSBURGH: Arrott Building CINCINNATI: 1228 Walnut Street 
Canadian Office: Toronto, Can. 


Mention Domestic ENGINEERING when writing advertisers. 
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“HAAS” Hydrant Closet 
Eliminates the Stuffing Box 


For all Unheated Places. 
Yard Outhouses 


Porches 
Garages 
Basements 


Etc. 


The leading feature of the Valve Structure is the elimination of 
the Stuffing Box and its removal automatically disposes of the 
chief objection urged against any and all Frost-Proof Closets. 


This feature is exclusive to the ““Haas’’ and its value will be at 
once appreciated by the trade. 


See Your Jobber 


“LIA AS” 
PLATE 750 


The price only is competitive 


A Serviceable Seat Action Closet 


For Schools—Factories—Garages—Comfort Stations. 


| 


Staple Bow] is used—no special ware being required. 


Sold in complete Combination or less Bowl. 
The Valve is cast in iron—galvanized—but with Brass Seat. 


Easily accessible for repairs, being put together on the principle Ls 
of a Flange Union. es 


Gives maximum service at minimum cost of upkeep. a ») 


PHILIP HAAS CO., Dayton, 


Mention Domestic ENGINEERING when writing advertisers. 
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ir 


small motor driven pumping unit. Ten years ago we brought out 
the first standardized small motor driven pumping unit for privat 
water supply. Looking back, these first outfits look as crude as the 
automobiles of that period do today. Our Engineering Departmen 
year after year have kept in close touch with field operating condi- 
tions and service requirements, and in making an analysis the fol- 
lowing facts have been developed. 


LUBRICATION MUST BE FOOL PROOF t was 


Users will not regularly oil pumps, rw ee a lubricating systen§ he ha 
must be provided requiring a minimum amount of attention. (© y an 
Dayton Pumps all bearings are fully enclosed in a dust proof oil casqg sh 
and run in an oil bath. These bearings can be readily inspected byfan ine 
simply lifting a removable cover. toubl. 


OVERSIZE MOTOR ccessi 


Varying field conditions affect the operation of these small] outhf STAR 
to such an extent that our engineers have found that they canno 
be guided entirely by theoretical power requirements, factory 0! 
limited field tests. Dayton Pumps are equipped with motors hav4!his sy 


ing a liberal factor of safety. Rowe. 
AUTOMATIC CONTROL 
rtag 


The automatic control being one of the most importan! 
features must be sturdy and of materials that d 


THE DAYTON PUMP &A 


Wilmington, Del. #oines 


facture 
capac 


Suction Pumps and Complete Systems, P 
silent 


Deep Well Pumps with Hyatt Roller Bear! 


gallons per hour. 


Figure No. 140 


Vumping capacities 120 and 210 gallons 
per hour. 
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ill Sell Others 


ry and the Usual Other Inside Fixtures. 


jnot deteriorate—Dayton Automatic Switches are constructed 
{with specially tempered brass diaphragms and can be readily 
adjusted for different pressures in the field. Rubber diaphragms de- 
jitriorate. 


|ACCESSIBILITY OF PARTS 


it was recognized in designing this pump that it would go into the 
he hands of inexperienced users. Installed as they are in the coun- 
Jty and rural districts oftentimes many miles from the nearest plumb- 
Ang shop, it was vital that the constriction should be so simple that 
* inexperienced person could help himself in event of any minor 

touble. Figure No. 121 shows the extreme simplicity and ready 
acessibility of valves and leathers. 


STANDARDIZED EQUIPMENT 


This system is complete in every detail. The plumbing unit with all 
alves, fittings and piping required between pump and tank, is 


packed in one box ready to install. This eliminates delays due to 


hortage of parts in making installations. 
if 


0 Ask for Bulletin No. 105 and Price Sheet. 


ult to give Year in and Year Out Uninterrupted 


Figure No. 121 


Accessibility of Valves and Piston av? 


The water end of this Dayton Pump is cast 
separately from the main frame This per- ora 
mits of easy and quick replacement in the ro 
event of damage from freezing. Many of the 
other designs require the replacement of the ' 
entire pump under such conditions. A large ;, we 
internal air chamber insures a steady stream oe 
Without pulsation. 

The unique feature of this construction is the 
easy access to valves and piston. This illus- 
tration shows how the valves and piston are 
exposed by simply removing the three cap 
screws in each valve plate. It is not neces- 
sary to disconnect the discharge line or 
break any other connections. The pis- = 
ton, with both cup leathers, unscrews Pag 4 
bodily from the piston rod. With 
this construction the leathers can 0 0 


be replaced from the water end 
without getting into the crank 
case to uncouple the connect- wy 7 
ing rod from the crank 4 f The Layton Pump 
shaft. & Mfe. Co... 
St., 


Ohio 


MANUFACTURING COMPANY 


San Jose, Calif. 


BMoines, la. 


lacturers 


p/m capacities 120-1000 gallons per hour. Efficient 
gM silent chain drive, pumping capacities 150-2000 


St. Loui 
N, OHIO 1003 Trust Bldg. yd 


7 
4 Address 
4 business 


Town 


State 
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“LARCO” 


Greatest Improvement in Wrench 
Construction in 50 Years 


The most highly developed wrenches in the world. Embody 
every feature you have ever wanted in a wrench. 


Non-skid grip : Non-breakable frame 
Double-action, interchangeable Heavy, tough, handle 

jaws 

No handle springs to give trouble Lower jaw instantly removable 


These mean wrench economy 


Think of It! 


Pipe and Monkey Wrenches of superior construction, effici- 
ency and design, with double-action, interchangeable jaws. You 
need them. Excellent for nickel work. 


The harder you pull the stronger it grips 


They save skinned knuckles, elbow grease and your sweet dis- 
position. 


‘“ L Will be ready for delivery soon. 
6-in. 
7 A ” I want you to know all about them. 
in. 
‘“ R They are as good as they look. 
10-in. 
Please send me ‘ C 
14-in. Write for descriptive matter and 
showing illustrations of + O prices today. 
‘“Larco’’ Wrenches. 
state how many 
I teamfitters JOHN V. LARSON 
(tate how many) Dept. W 
a ‘, 80 John Street NEW YORK 
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A Sign You 
Can Rely on 


This “Toledo” No. 10A tool is a 
ratchet tool threading 1” to 2” pipe, 
with the same set of dies for all tour 
sizes. It is the most efficient single- 
set-of-dies tool in use today. 

There is no cam, or other intricate 
mechanism so liable to get out of order. 
Change from one size to another is se- 
cured by changing the dies from one 
series of steps to another. Adjustment 
is positive, there is no chance of slip- 
ping, binding or other trouble. 


This No. 10A like all 


“TOLEDC” 
PIPE THREADERS 


is a trouble-free tool. They are built 
with the idea of simplicity and effici- 
ency. Any part not contributing to this 
end is eliminated in construction, and 
the result is, “Toledo” tools, plain and 
sturdy in appearance and efficient, de- 
pendable in action. 


No ornamentation, no nickel-plating, 
but for year-in and year-out service, 
“Toledos” are in a class by themselves. 


A copy of catalogue will be sent on 
request. 


THE TOLEDO PIPE 


THREADING MACHINE CoO. 


TOLEDO, OHIO 
NEW YORK OFFICE, 50 CHURCH ST. 


A “TOLEDO” 
THAT IS PROVING} 
WONDERFULLY EFFICIENT 


Mention Domestic ENGINEERING when writing advertisers. 
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“VAPOR, 
HEATING 


That goes. 


I Am Talking Loud 


But Clean Sweeps made in America are used 
that allows a home and allows it to stand up and be counted, but where “Big Berthas” 
and bombs are working over time, however, that curtails production. 

But here in America, where peace and fair prosperity is in evidence, there is no cur- 
tailment. They are going fast. Clean Sweep traps are used by the U. S. Govern- 
ment on its work and by the people as well. 


Detroit Sanitary Supply Co. 


Second Avenue and Antoinette Street 


most any old place in the world 


Prime favorites with everybody. 


- Detroit, Michigan 


"Is Your Opinion Worth Anything? 


There are any number of places where a thorough knowledge ot 
Powers Heat Kegulating Specialties will assist you’ greatly in 
making more money in vour business. Get posted at once—watch 
every opportunity to express your opinion of them—and vain the 
prestige and good will that will always follow. 


The Powers No 13 Regulator for Hot Water Pant 
Hieaters and Garbage Burners has never been surpassed 
Recommendation of it will reflect credit on your shop. 
All metal construction, easily installed, self-contained 
reliable, powerful, and practically indestructibl: \sk 
for Bulletin 136 and get posted, 


The Powers Regulator Company 
Specialists in Automatic Heat Control 


952 Architects Bldg., New York 2141 Mallers Bldg., Chicago 
363 The Federal St. Bidg., Boston 
The Canadian Powers Kegulator Co., Ltd., Toronto, Ontario 


Adjustment Weikht 
| 


Bulb 


Herbert Downdraft Detachable 
Firebox for Tubular Boilers for 
High or Low Pressure Work 


By the addition of this Smoke Consuming Furnace, 
any standard horizontal tubular boiler will be made to 
comply with the most rigid smoke ordinance existing 
—it will increase its capacity from fifteen to twenty- 
five per cent. With blue prints and instructions we 
furnish, it is easy to attach. It is only necessary to 
tap four holes in boiler for requisite circulating con- 
nections. We furnish all necessary fittings to make 
these connections. After boiler is blocked up to proper 
height the eennections between firebox and hoiler can 
be made in from three to four hours. 

THIS ATTACHMENT IS GIVING UNIVERSAL, 
SATISFACTION AND ABSOLUTELY DOES AWAY 
WITH SMOKE. 


HERBERT BOILER COMPANY 
Root and La Salle Streets Chicago, lii. 
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AIR CONDITIONING SYSTEMS 
American Blower Co., Detroit, Mich. 
AUTOMATIC AIR VALVES 
Beaton Mfg. Co., A.J., New Britain, Conn. 
Beaton & Cadwell Mfg. Co., New Britain, 
Conn. 
Beaton & 
Conn 
Hoffman Specialty Co., New York City. 
Marsh & Co... Jas. FP., Chicago. 
Norman & Co., C. Erwin, Chicago 
Penn Engineering Co., Philadelphia. 
BASINS, CATCH, CAST-IRON 
Malleable Iron Co., Chicago. 
BATH ROOM FXTURES, PORCELAIN 
ENAMELED 
Ymerican Enameled Products Co, Chi- 


Corbin Mfg. Co., Southington, 


BATH TUBS, ENAMELED IRON 
Kohier Co., Kohler, Wis. 

BENCHES, PIPE, PORTABLE 
Martin & Sons, H. P. Owensboro, Ky. 
Standard Iron Works, New York City. 

BOILER LIQUID 
Buffalo Specialty Co., Buffalo, N. Y. 
Northwestern (Chemioal Co., Marietta, O. 
Shur-Tite Mfg. Co., Cleveland, ©. 

"“X'’ Laboratories, Boston, Mass. 
BOILERS, HEATING, HOT WATER 
AND STEAM 
Cox Stove Company, Abram, Philadelphia. 
Gorton and Lidgerwood Co., New York 

City. 
Herbert Boiler Chicago 
illinois Malleable tron Co... Chicago. 
International Heater Co., Utica, N. Y. 
Kanawha Mfg. Co., Charleston, W. V 
Kewanee Boiler Co.. Kewanee, 
lord & Burnham Co., Irvington, N. Y. 
Newport Boiler Co., Chicago, Il. 


Pierce, Butler & Pierce Mfg. Corp., New 
York City. 
BOILERS, HEATING, HOT WATER 


AND STEAM, MAGAZINE FEED 
— and Lidgerwood Co., New York 
rity. 


ford & Burnham Co., Irvington, N. Y. 

Newport Boiler Co., Chicago, II. 

Pierce, Butler & Pierce Mfg. Corp., 
York City. 


BOWLS, WATER CLOSET 
Maddock & Sons, John, Trenton, N. J. 
Maddock’'s Sons Co., Thos., Trenton, N. J. 

BRACKETS, LAVATORY 
Street & Kent Mfg. Co., Chicago. 
BRACKETS, SINK 
Essex Foundry, Newark, N. J. 
llinois Malleable Iron Co., Chicago 


New 


Sanitary Company of America, Linfield, 
Pa. 
BRASS GOODS, GAS 
Central Brass Mfg. Co., Cleveland, ©. 


Detroit Valve & Fittings and UDetroit 
Brass Works, Detroit, Mich. 

Glauber Brass Mfg. Co., Cleveland, O. 

Haydenville Co., Haydenville, Mass. 

Michigan Lubricator Co., Detroit, Mich. 

l'nited Brass Mfg. Co., Cleveland, O. 

Victor Brass Mfg. Co., Cleveland, O. 
BRASS GOODS, PLUMBERS 


American Sanitary Mfg. Co., Abingdon, Ill. 
Angster & Lynch, Newark, N. J. 
Central Brass Mfg. Co., Cleveland, O. 
Detroit San. Supply Co., Detroit, Mich. 
Glauber Brass Mfg. Co., Cleveland, O. 
Haydenville Co., Haydenville, Mass. 
Jenkins Bros., New York City. 
McRae & Roberts Co., Detroit, Mich. 
McShane Bell Foundry Co., Baitimore, Md. 
Michigan Lubricator Co., Detroit, Mich. 
Northern Brass Mfg. Co., Waukegan, IIl. 
Royal Brass Mfg. Co., Cleveland, O. 
Sanibrass Corporation, Brooklyn, N. Y. 
Savill’s Sons, Thos., Philadelphia. 
Speakman Co., Wilmington, Del. 
Street & Kent Mfg. Co., Chicago. 
United Brass Mfg. Co., Cleveland, O. 
Victor Brass Mfg. Co., Cleveland, O. 
Wise, Inc., J. B., Watertown, N. Y. 
Wolverine Brass Works, Grand Rapids, 
Mich. 


BRASS GOODS, STEAM 
Detroit Valve & Fittings and Detroit 
Brass Works, Detroit, Mich. 
Glauber Brass Mfg. Co., Cleveland, O. 
Haydenville Co.. Haydenville, Mass. 
Jenkins Bros., New York City. 
Michigan Lubricator Co., Detroit, Mich. 
Norman & Co., C. Erwin, Chicago. 
Ohio Brass Co., The, Mansfield, O. 
Penberthy Injector Co., Detroit, Mich. 
United Brass Mfg. Co., Cleveland, O. 
Walworth Mfg. Co., Boston, Mass. 
BRASS GOODS, WATER 
Brass Mfg. Co., Cleveland, O. 
Detroit Valve & Fittings and Detroit 
Brass Works, Detroit, Mich. 
Detroit San. Supply Co., Detroit, Mich. 
Glauber Brass Mfg. Co., Cleveland, O. 
Haydenville Co., Haydenville, Mass. 
Jenkins Bros., New York City. 
Michigan Lubricator Co., Detroit, Mich. 
Ohio Brass Co., The, Mansfield, O. 
Penberthy Injector Co., Detroit, Mich. 
Street & Kent Mfg. Co., Chicago. 
Trenton Brass & Mach. Co., Trenton, N. J. 
United Brass Mfg. Co., Cleveland, O. 
Victor Brass Mfg. Co., Cleveland, O. 
Walworth Mfg. Co., Boston, Mass. 
Wolverine Brass Works, Grand Rapids, 


Mich. 
BURNERS, GAS 


(Yentral 


Franklin Gas Burner Mfg. Co., Cinein- 
nati, QO, 
ere Heating & Rad. Co., Pittsburgh, 
"a. 
CEMENT, 


Hause Mfg. Co., Chas.F., Omaha, Nebr. 
Smooth-On Mfg. Co., Jersey City, N. J. 
CESSPOOLS, BRASS 
Street & Kent Mfg. Co., Chicago. 
CESSPOOLS, CAST-IRON 
Estabrook’s Sons, R., So. Boston, Mass. 
Sanitary Company of America, Linfield, 
Pa. 
CLEANERS AND SOLVENTS, PIPE 
Blue Seal Chemical Co., Roselle, N. J. 
tiercules Chemical Co., New York City. 


WHITAKER 
Range Boilers and Expansion 


OF STEEL 


This new department is now in active operation. 
most modern machinery that can be obtained, as well as all the 
facilities for turning out a product that is second to none. 
ber, that Whitaker Range Boilers and Expansion Tanks are produced 
in a plant that converts raw material into finished product and thereby 
makes possible the high standard of excellence that characterizes 


Whitaker Products. 
It pays to use Whitaker Brand. 


Whitaker-Glessner Company 


Range Boiler Sales Dept., Portsmouth, Ohio 
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GORTON 
QUICK OPENING 


HE steel ship and this hollow metal ball taken from 

V A | V | , S the Johns-Manville Radiator Trap have a principle in 
common, It is this buoyant ball with a constant water 

line (because its volume and weight are pre-determined) 


that makes this trap positive and faultless in operation. 
Would you use a door knob that re- The hollow ball is the valve, the float and the discharge 


quired five or six turns of the wrist to gate—allin one. And, because it depends only on an un- 
° failing natural law for its operation—and its simplicity, It 
open a door? functions unfailingly in spite of temperature changes inside 


Then why use a valve that requires or outside the trap. 
nine or ten turns of the wrist to op- Even solid freezes fail to damage it. Self-adjusting, easily 
erate ? cleaned, it is really unique among traps. And it is unique 


not only in design but in its five years’ record on systems in 
Make it easy to operate the valve, all climates. The low installation cost of this trap is fast 
, . making it a leader among heating contractors everywhere. 
then radiators will be shut off when 


heat is not required and that means 


SAVING COAL oe 


A valve that is made tight and stays 10 Factories — Branches in 63 Large Cities 
tight. Write for catalogue telling how 
it is done. 


Write any branch for a descriptive booklet and price list. 


See Sweet’s Catalogue for Specifications 


GORTON & LIDGERWOOD CO. 


94 Liberty St., New York, N. Y. 
Fisher Building, Chicago, III. 


and its allied products 


INSULATION 
that heed: the heat whrre it by longs 


LININGS 
that mate brakes safe 


MANVILLE 
Radiator Trap 


Mention Domestic ENGINEERING when writing advertisers. 
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CLEANOUTS, CAST-IRON 
Cooper Foundry Co., Atchison, Kan. 
Detroit San. Supply Co., Detroit, Mich. 
Estabrook's Sons, R., So. Boston, Mass. 


Sanitary Company of America, Linfield, 
Pa, 
CLOSET BENDS 
Sanitary Company of America, Linfield, 
Pa. 
COCKS, BALL 
Frost Mfg. Co., Kenosha, Wis. 
Haydenville Co., Haydenville, Mass. 


Illinois Malleable Iron Co., Chicago. 
I.. B. Brass Co., Peabody, Mass. 
McShane Bell Foundry Co., Baltimore,Md. 
Milwaukee Flush Valve Co., Milwaukee, 
Wis. 
Morency-Van Buren Mfg. Co., 
Mich. 
Nye Tool & Mach. Works, Chicago. 
Wolverine Brass Works, Detroit, Mich. 


Sturgis, 


COCKS, GAUGE 
Michigan Lubricator Co., Detroit, Mich. 


COUPLINGS, UNION 
Capitol Brass Works, Detroit, Mich. 
Crane Co., Chicago. 
[Illinois Malleable Iron Co., Chicago. 
Street & Kent Mfg. Co., Chicago. 


COVERING, PIPE AND BOILER 
Johns-Manville Co., H. W., New York 
City. 
Norristown Mage. & Asbes. ©Co., Norris- 
town, Pa. 
COVERING, PIPE, UNDERGROUND 
Wyckoff & Son Co., A., Elmira, N. Y. 


CUTTERS, PIPE 
Armstrong Mfg. Co., Bridgeport, Conn. 
Borden Co., The, Warren, ©. 
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Crown Die & Too! Co., Chicago. 

Greenfield Tap & Die Corp., Greenfield, 
Mass. 

Nye ‘tool & Mach. Works, Chicago. 

Toledo Pipe Thread. Mach. Co., Toledo, O. 

Trimont Mfg. Co., Boston, Mass. 


DAMPER REGULATORS 
D. & T. Mfg. Co., St. Louis, Mo. 
DRAIN BOARDS 
Trageser Steam Copper Wks., J., New 
York City. 
DRAINERS, CELLAR 


Haydenville Co., Haydenville, Mass. 
Kemp Mfg. Co., C. M., Baltimore, Md. 
Penberthy Injector Co., Detroit, Mich. 
DRAINS, FLOOR AND GARAGE 
Cooper Foundry Co., Atchison, Kan. 
Crampton-Farley Brass Co., Kansas City, 
Mo. 
Josam Mfg. Co., Cleveland, O. 
Sanitary Company of America, 
Pa. 

Victor Brass Mfg. Co., Cleveland, O. 
DRAINS, REFRIGERATOR 
Sanitary Company of America, Linfield, 

Pa. 
DRAINS, ROOF 
Josam Mfg. Co., Cleveland, O. 
DRAINS, SHOWER 


Josam Mfg. Co., Cleveland, O. 
Sanitary Company of America, 
Pa 


Linfield 


Linfield, 


Speakman Co.,, Wilmington, Del. 
Street & Kent Mfg. Co., Chicago. 
Victor Brass Mfg. Co., Cleveland, O. 
DRINKING FOUNTAINS 
(‘entral Brass Mfg. Co., Cleveland, O 
(Glauber Brass Mfg. Co., Cleveland, O. 
Haydenville Co., Haydenville, Mass. 
Illinois Malleable Iron Co., Chicago. 
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Manufacturing Equipment & Engineering 
(o., Framingham, Mass. 
Taylor Co. Halsey W., Warren, O. 


DRUM TRAPS AND CLEANOUTS 
Sanitary Company of America, Linfield, 


» 
a. 


ELECTRIC LIGHT AND POWER 
PLANTS 


Alamo Farm Light Co., Chicago. 
Consolidated Utilities Corp., Chicago. 
Globe Electric Co... Milwaukee, Wis. 
Owen & Co., R. M., Chicago. 


ENGINES, HOT AIR PUMPING 


Rider-Ericsson Engine Co., Walden, N. Y. 
FERRULES 

Bachmann Bros., Laporte. Ind 

Haydenville Co., Haydenville, Mass. 

I!linois Malleable Iron Co., Chicago. 

Raymond Lead Works, Chicago. 

Sanitary Company of America, Linfield, 


Pa. 
Street & Kent Mfg. Co., Chicago. 


FILTERS, WATER 
Hlaydenville Co., Haydenvile, Mass 


FITTINGS, BATH SUPPLY AND 
WASTE 


(‘entral Brass Mfg. Co., Cleveland, O. 
Detroit San. Sup. Co., Detroit, Mich. 
(joetz Brass Co., Chicago. 
Glauber Brass Mfg. Co., Cleveland, O. 
Havdenville Co., Haydenville, Mass. 
Northern Brass Mfg. Co., Waukegan, IIl. 
Speakman Co., Wilmington, Del, 
Street & Kent. Mfg. Chicago. 
Wise, Inc., J. B., Watertown, N. 
grass Work’, Grand Rapids, 
Mic 


FITTINGS, BRASS 
Detroit San. Sup. Co., Detroit, Mich. 
Havdenville Co., Haydenville, Mass. 
Michigan Lubricator Co., Detroit, Mich. 


Ko rode" 


the seat. 


‘NEVER SPLIT” 


The Closet Seat 
with the 


Hidden Cleat 


You don't need to talk when you show a man the “NEVER SPLIT” 


seat construction. 


The nut, bolt and washer arrangement that is imbedded in the elegantly 


finished, quartered oak makes its own appeal. 


He will be convinced even before you show him the patented “‘No- 


acid-resisting hinge that has the same five year guarantee as 


miniature construction model. 


PLIT SE, 


ANSVILLE. IND. Us 


Why it has a 
FIVE YEAR 
guarantee. 


@ 
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is the result of seventy-eight years’ ex- 
perience in the manufacture of Badger 


Sinks and Boilers. 


It signifies that the materials used in 
their construction are carefully selected 
and the best that can be produced. 


Badger Pantry Sinks are hand made 
of Badger Metal, by skilled workmen— 
the character of workmanship that can- 
not be accomplished by machinery. 
Original designs made to meet individ- 
ual requirements. Also made of Bene- 


dict Nickel or Planished Copper. 


Badger Copper Boilers are built to 
last a lifetime. Made of best quality 
Lake copper thoroughly tinned on in- 
side, making formation of rust impos. 
sible. Heads securely riveted to shells. 
Made to stand tests of 200, 250 and 
300 lbs. Every one submitted to com- 
plete hydrostatic pressure test before 
shipment. 


Badger Products cost more than 
others and are worth more. Badger 
quality remains long after the price is 
forgotten. 


Write for Literature 


E.B.Badger& Sons 
Company 


63 Pitts Street Boston, Mass. 


New York Office 101 ParK Avenue 


ENGINEERING 


The Name 
BUCKEYE 


is your assur- 
ance of a relli- 


able, durable 
and highly 


satisfactory 
pumping out- 
fit, the result 
of forty years’ 
success In 
manufactur- 
ing pumps for 
every pur- 
pose. 


The BUCKEYE 


Electric House Pump 
for Cisterns and Shallow Wells 


is operated automatically with mini- 
mum amount of power.  Self-oiled. 
Easy starting. Requires small floor 
space and very little attention. Noise- 
less in operation. Capacity |80 gallons 
per hour. 


Valves and working parts are simply 
constructed and easily accessible. 
Pump can be drained to prevent freez- 
ing—a decided advantage over the or- 
dinary type of motor pump. 


Write forlBuckeye Booklet 


Mast, Foos & Company 


Springfield, Ohio 


Mention Domestic ENGINEERING when writing advertisers. 
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Pittsburgh Brass Mfg. Co., Pittsburgh, Pa 
Street & Kent Mfg. Co.. Chicago 
Walworth Mfe. Boston. Mass 


Wolverine tHrass Works, Grand Rapids, 


Mich 
FITTINGS, MALLEABLE IRON 


(‘rane Chicago. 

Detroit Valve & Fittings and Detroit 
Hrass Works, Detroit, Mich. 

lilinois Malleable Iron Co., Chicago 

Pittsburgh trass Mfg. Co., 


Pa 
Rhode Island Fittings Co., 
R. I 
Chicago, Il. 


Street & Kent Mfg. Co., 
Walworth Mfg. Co., Boston, Mass 


FLANGES, ROOF 
Rullard Specialty Co., Tiffin, O. 
Eagle-Picher Co., Cincinnatl, O 
Sirmplex Sales Co.. Chicago 
Yoder-Thomas Mfg. Co., Cleveland, O 


FLOATS, COPPER 
Rerger Bros. Co., Philadelphia, Pa 
Havdenville Co., Haydenville, Mass 
Wolverine Brass Works, Grand Rapids. 
Mich. 
FLOATS, CORK 
Kor-Ket Mfg. Co., Detroit, Mich. 


[('niversal Distributing Co., Inec., Detroit, 


Mich. 
FLOOR AND CEILING PLATES 
Beaton & Cadwell Mfg. Co., New Britain, 
(fonn. 
Beaton & Corbin Mfg. Co., 
Conn. 
Penn Engineering Co., Philadelphia, Pa. 


Southington, 


Wolverine Brass Works, Grand Rapids, 


Mich. 
FURNACES, MELTING AND SOL- 
DERING 

Philadelphia, Pa. 
North Chicago, I) 
taltimore, Mad 


Berger Bros. Co., 
Dpuble Blast Mfg. Co., 
Kemp Mfg. Co., C. M., 


Pittsburgh, 


Hills Grove, 
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FURNACES, PIPELESS 
Atlantic Radiator Co.. New York City. 
Magee Furnace Co., Boston. 

GAGES, STEAM AND ALTITUDE 
Marsh & Co., Jas. P., Chicago. 
GAGES, WATER 
Beaton & Cadwell Mfg. Co., New Britain, 
f(oonn. 
(apitol Brass Works, Detroit, Mich 
Detroit Valve & Fittings and Detroit 
Brass Works, Detroit, Mich. 
Magee Steam Specialty Corp., New York 
City. 
Michigan Lubricator Co., Detroit, Mich. 
Ohio Brass Co., The, Mansfield, O. 
Penberthy Injector Co., Detroit, Mich. 
Penn Engineering Co., Philadelphia, Pa. 

GARBAGE BURNERS 
Ilinois Matleable tron Co., Chicago. 

Wilke Mfg. Co., S.. Chicago. 
GASKETS 
Johns-Manville Co., H. W., 
City. 
Norristown Mag. & <Asbes. Co., Norris- 
town, Pa 
Wolverine Brass Works, Grand Rapids, 
Mich. 


New York 


HANGERS, PIPE 
featon & Cadwell Mfg. Co., New Britain, 
Conn, 
Berger Bros. Co., Philadelphia, Pa. 
Malleable Iron Co., Chicago. 
Norman & Co., C. Erwin, Chicago. 
Penn Engineering Co., Philadelphia, Pa. 
Wolver'tne Brass Works, Grand Rapids, 
Mich 
HEAT CONTROL SYSTEMS 
rowers Kegulator Co., Chicago. 
HEAT GENERATORS 
1) & T Mfg. Co., St. Louis, Mo. 
Hotstre:m Heater Co., Cleveland, O. 
HEATERS, AUXILIARY 
Davidson, Mec C., Hanover, Pa. 
Stolz Co... Frank I)... Chicago 
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HEATERS, LAUNDRY 
Malleable Iron Co., Chi 
International Heater Co., Utica, N. Y. 
Lord & Burnham Co., Irvington, N. Y 


HEATERS, TANK 
Illinois Malleable Iron Co., Chicago. 


HEATERS, WATER, AUTOMATIC 
wonomy Heater Co... Chicago 
Hoffman Heater Co., Lorain, O. 
Hotstream Heater Co., Cleveland, O. 
Hiumphrey Co., Kalamazoo, Mich. 
Water Heater Co., Pittsburgh. 
a. 


HEATERS, WATER, COAL 
Water Heater Co., inc., Brooklyn, 
N.Y 
E:xcelso Specialty Works, Buffalo, N. Y. 
lilinois Malleable Iron Co., Chicago. 
International Heater Co., Utica, N. Y. 
Wilks Mfg. Co., S., Chicago. 
HEATERS, WATER, GAS 
Meonomy Heater Co., Chicago. 
General Mtg. Co., Wheeling, W. Va. 
Goetz Brass Company, Chicago. 
Hoffman Heater Co., Lorain, O. 
Hotstream Heater Co., Cleveland, O. 
Humphrey Co., Kalamazoo, Mich. 
Water Heater Co., Pittsburgh. 
"A 


HEATERS, WATER, KEROSENE 
Hotstream Heater Co., Cleveland, O. 
HOT WATER HEATING SPECIALTIES 
ID. & T. Mfg. Co., St. Louis, Mo. 
McAlear Mfg. Co., Chicago. 
vowers Regulator Co., Chic cago. 
Reading Heater & Supply Co., 
Pa. 

Whitaker-Glessner Co., Portsmouth, O. 
HOT WATER HEATING SYSTEMS 

D. & T. Mfg. Co., St. Louis, Mo. 

Monitor Bi-Loop Radiator Co., Lancaster, 
Pa. 


Reading, 


chance. 


and of highest grade. 


Nothing in connection with our product 
is done in a haphazard manner or left to 
Our workmen are experts in boiler 
making and all materials used are well selected 


Write us for prices and particulars before 
you decide on the boiler for your next contract. 


GERSTEIN BROS. & COOPER 


SOUTH BOSTON, MASS. 


A Lifetime 


Buying a boiler should not be looked upon as 
The property owner has a 
right to expect a boiler to last as long as the build- 
ing in which it is installed, and you can give this 
assurance ‘when you furnish 


Gerstein 


an item of expense. 


Investment 


Mention Domestic ENGINEERING when writing advertisers. 
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The Cleveland Flush Valve 


Before you buy a flush valve consult with us. Get our booklets. Compare the 
LI. “CLEVELAND,” part for part, with any flush valve on the market. 

‘ = Note how simply and durably it is constructed. We will leave 

the verdict to you. 

By installing the Cleveland Flush Valve you can be assured 
of a constant flushing system year after year under the sev- 


erest tests with a minimum upkeep. 
It has marked individuality—It is the strongest and most posi 


tive—It flushes with a quietness and ease that will 
delight you—lIt is the Flush Valve of certainty. 

If you have had large water bills, expensive re- 
pairs or any unsatisfactory experience with tanks 


or other makes of flush valves, install the 


“CLEVELAND” and note the difference. 


The Cleveland Flush Meter Co. 


Noble Court and W. 2nd Street 
Cleveland, Ohio 


A Good Investment 


Buying a pipe cutting and 
threading machine should be con- 
sidered an investment, not an ex- 
pense. 


The “FORBES” (Patent) Ma- 
chines are substantially built to 
last a lifetime, and while lasting, 
to pay dividends in service. 


The No. 100 Machine is for 
use either with power or can be 
taken from base for outside work 
and operated by hand. 


Complete, Self-Contained, No 
extra vise required. 


Cuts pipe square, leaving no 
burr either inside or outside. 


Write for Catalog, Prices and 
Discounts. 


(Since 1882) 


The Curtis & Curtis Co. 


25 Garden St., BRIDGEPORT, CONN. 


Mention Domestic ENGINEERING when writing advertisers, 
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HUMIDIFIERS 
Art Metal Radiator Cover Co., Chicago. 


HUMIDITY CONTROL 
National Regulator Co., Chicago. 
Powers Regulator Co., Chicago. 

HYDRANTS 
Havdenville Co., Haydenville, Mass. 


Illinois Malleable Iron Co., Chicago. 
Kemp Mfg. Co., C. M., Baltimore, Md. 


INJECTORS 
Penberthy Injector Co., Detroit, Mich. 


LAUNDRY TRAYS 
Kohler Co., Kohler, Wis. 


LAVATORIES, ENAMELED IRON 
Kohler Co., Kohler, Wis 


LAVATORIES, VITREOUS CHINA 


Maddock’'s Sons Co., Thos., Trenton, N. J. 


LEAD FOR PLUMBERS 
Raymond Lead Works, Chicago. 


LEAD ROPE 
Raymond Lead Works, Chicago. 


LEGS, LAUNDRY TRAY 


Ford-Donley Co., Cleveland, O. 
Illinois Malleable Iron Co., Chicago 


Sanitary Company of America, Linfield, 


"a. 


LEGS, SINK 
Essex Foundry, Newark, N. J. 
Iliinois Malleable Iron Co., Chicago 
Sanitary ‘Company of America, 
Pa. 


Linfield, 


C ontinued 


MIXERS, SHOWER BATH 

Goetz Brass Co., Chicago. 
Glauber Brass Mfg. Co., Cleveland, O. 
Hoffmann & Billings Mfg. Co., Milwau- 

kee, Wis. 
Royal Brass Mfg. Co., Cleveland, O. 
Speakman Co., Wilmington, Del. 
Street & Kent Mfg. Co., Chicago. 


MOTORS, ELECTRIC 
Sprague Electric Works, New York City. 


PARTITIONS, TOILET 
Carpenter Mfg. Co., R. F., Cleveland, O. 
Weis Mfg. Co., Henry, Atchison, Kan. 


PIPE AND THREADING 
ACHINES, PORTABLE 
Curtis Py Curtis Co., Bridgeport, Conn. 
PIPE-THREADING AND PIPE-CUT- 
TING MACHINERY 
Armstrong Mfg. Co., Bridgeport, Conn. 
Bignall & Keeler Mch. Works, FEdwards- 
ville, Tl. 
Curtis & Curtis Co., Bridgeport, Conn. 
Greenfield Tap & Die Corp., Greenfield, 
ass. 

PIPE HOOKS AND STRAPS 
Berger Bros. Co., Philadelphia, Pa. 
Wolverine Brass Works, Grand Rapids, 

Mich. 
PIPE AND FITTINGS, SOIL, CAST IRON 
Abendroth Bros., Port Chester, i # 
Agricola Pipe Co., Gadsden, Ala. 
Alabama Pipe & Fdry. es. Anniston, Ala. 
American Foundry & Pipe Co., Penn Sta- 
tion, Pa. 
Anniston Foundry Co., Anniston, Ala. 
Bessemer Soil Pipe Co., Bessemer, Ala. 
Casey-Hedges Co., Chattanooga, Tenn. 
Central Foundry Co., New York City. 
Charlotte Pipe & Foundry Co., Charlotte, 
N 


Ge 
Coosa Pipe & Fdry. Co., Birmingham, Ala. 
Crown Pipe & Fdry. Co., Jackson, O. 
Essex Foundry. Newark, N. 
Gadsden Pipe Co., Gadsden, Ala. 


Haines, Jones & Cadbury Co., Philadel- 
phia, Pa. 

Johnson Co., J. D., Brooklyn, N. Y. 

Krupp Fdry. Co., Lansdale, Pa. 

Medina Iron & Brass Co., Medina, N. Y 

Medina Foundry Co., Medina, N. Y. 

a Foundry Co. of N. Y., Brooklyn, 


National Pipe & Foundry Co., Attalla, Ala. 
Reading Foundry & Sup. Co., Philadel- 
phia, Pa. 
Salem Brass & Iron Mfg. Co., Salem, N. J. 
Sanitary Co. of America, Linfield, Pa. 
Somerville Iron Works, New York City. 
Standard Foundry Co., Anniston, Ala. 
Superior Mfg. Co., Pittsburgh, Pa. 
Union Foundry Co., Anniston, Ala. 
ee & Son Co., A., Baltimore 


Ww Mfg. Co., H., Memphis, Tenn. 
PIPE, BRASS LINED 
United Lined Tube & Valve Co., Boston, 


Mass. 
PE, LEAD LINED 
United ‘Tube & Valve Co., 
Mass. 


Boston, 


PIPE, TIN LINED 
U es Lined Tube & Valve Co., Boston, 
ass. 


PIPE, WROUGHT STEEL 
National Tube Co., Pittsburgh, Pa. 
PIPE, WROUGHT IRON 
(Genuine) 
Byers Co., A. M., Pittsburgh, Pa. 
PRICE BOOKS, PLUMBING AND 
HEATING. 
Bradford, Wm. A., Quincy, Mass. 
PUMPS, AIR AND WATER 
a Steam Pump Co., Battle Creek. 
Mich. 
Burnett-Larsh Mfg. Co., Dayton, O. 


Dayton Pump and Mfg. Co., Dayton, O. 
Decatur Pump & Mfg Co., Decatur, Il 


A Guaranteed Line 


Tanks and Water Supply Systems 


A complete line of Pneumatic and Storage 
Tanks, black and galvanized. 
NATIONAL Water Supply Systems are 


in construction and effective in 


simple 
operation. 


|Let us quote on your requirements. 


NATIONAL STEEL TANK & MFG. CO. 
BRADFORD, ILLINOIS 


Should have 
This BOOK 


Y0 


“Sanitary Sewerage of Buildings’ 


By THOMAS S. AINGE (A Leading Authority) 


A complete and comprehensive discussion of this subject. Practical and plain, profusely illustrated with 
diagrams and drawings. Explains general principles of sewerage and details of sewerage construction. 
Shows latest methods and requirements. A most valuable book for Sanitary Engineers. 


BOUND IN CLOTH, 


222 PAGES. 
Published and Sold by 


DOMESTIC ENGINEERING, 407 S. Dearborn St., CHICAGO 


POSTPAID, $1.50 


Mention 


Domestic ENGINEERING when writing advertisers. 
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They All 
Want to 
Run It 


When a B&K pipe machine is installed where other pipe machines 
are already in service, you will find all the men will want to run it. 
They can cut-off, ream and thread pipe with the assurance that when 
the piece is removed from the machine it will be a good job. Our 
machines are designed and built for permanent, high-economy serv- 
ice. The explanation lies in their heavy construction, large bearings 
and careful fittings. 


BIGNALL & KEELER MACHINE WORKS, Edwardsville, III. 
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PEERLESS 


eK 


PEERLESS ‘PEERLESS 


T“QUALITY FIRST” 


Hot Water Radiator Valve 
off or on With a half turn of 
the handle 


A corner of the Inspecting Room in the 
(0-13 Plant where each part of every -B 
Valve is inspected before assembly 


The critical inspection of each part of every O-B Ridiator goes a long way in making them thoroughly 
reliable. The using of good materials, the employ ng of skilled labor and the final severe test of everv 
complete valve are also responsible. 


buy them from your Dealer. 


The Ohio Brass Company Mansfield, Ohio 
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Deming Salem, O 


Goulds Mfg. Co., Seneca Falls, N. Y. 


Mast, Foos & Co., Springfield, O 
Myers & Bro., F. E., Ashland, O., 
Peter Pump Co., Kewanee, Ills. 
Koberts (Co., The Geo. J., Dayton, O. 
Vaile-Kimes Co., Dayton, O. 


PUMPS, ELECTRICAL CONDENSATION 


Advance Pump & Compressor Co., Battle 
(‘reek, Mich 

American Steam Pump Co., 
Mich. 

(j;oulds Mfe. Co., Seneca Falis, N. Y. 

Mast, Foos & Co., Springfield, O 

Myers & Bro., F., Ashland, O., 

Trane (o., The, La Crosse, Wis 


tattle C‘reek, 


PUMPS, FORCE 
Bishop & Babcock Co., Cleveland, O. 
Rurnett-Larsh Mfg. (o., Dayton, O. 
Dayton Pump & Mfg. Co., Dayton, O 
Deming €o., Salem, O. 
(;oulds Mfg. Co., Seneca Falis, N. Y. 
Myers & Bro., F. F., Ashiand, O. 
Peters Pump Co., Kewanee, Ills. 


PUMPS, VACUUM 

American Steam Pump Co., Battle Creek, 

Mich 
Bishop & Babcock Co., Cleveland, O. 
Farnsworth (o., Conshohocken, Pa 
(;0ulds Mfg. Co., Seneca Falis, N. Y. 
Iiinois Engineering Co., Chicago 
McAlear Mfg. Co., Chicago. 


RADIATOR FOOT RAILS 
Heaton & Cadwell Mfg. (o.. New Britain, 
(‘onn 


RADIATORS 


Pierce, Fhutier & Pierce Mfg. Corp., New 


York City. 
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RANGE BOILERS, COPPER 
tadger & Sons Co., E. B., Boston, Mass. 


Gerstein Bros. & Cooper, So. Boston, 


Mass. 
Haves Mfg. Co., Paterson, N. J. 
Trageser Steam Copper Wks., J., New 
York City. 


RANGE BOILERS, GALVANIZED 
Koven & Bro., L. O., Jersey City, N. J. 
Riverside Boiler Works, Inc., Cambridge- 

port, Mass. 
Trageser Steam Copper Wks., J., New 

York Citv 
Whitaker-Glessner Co., Portsmouth, O. 
Wood Mfg. Co., John, Conshohocken, Pa. 


REAMERS, PIPE 
Armstrong Mfg. Co., Bridgeport, Conn. 
Greenfield Tap & Die Corp., Greenfield, 
asS> 


REGULATORS, HOT WATER 
Bishop & Babcock Co., Cleveland, O. 
[inois Engineering Co., Chicago. 
Powers Regulator Co., Chicago. 


REGULATORS, HEAT 
Hotstream Heater Co., Cleveland, O. 
liiinois Malleable Iron Co., Chicago 
Minneapolis Heat Regulator Co., Minne- 

apolis, Minn. 
Powers Regulator Co., Chicago. 


RUBBER GOODS, PLUMBING 
Canfield Co., H. O., Bridgeport, Conn. 
Wolverine Brass Works, Grand Rapids, 

Mich. 


SEATS, WATER CLOSET 
\ t Mfg it Hu 
Hrunswic alke- i nder Chicago 
loinme-Manville Co. H. W., New York 
City. 
Never Split Seat Co., Evansville, Ind. 
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SHOWERS 


Goetz Brass Co., Chicago. 

Glauber Brass Mfg. Co., Cleveland, O. 

Hoffmann & Billings Mfg. Co., Milwau- 
kee, Wis. 


Milwaukee Flush Valve Co., Milwaukee, 


Vis, 
Powers Regulator Co., Chicago. 
toyal Brass Mfg. Co., Cleveland, O. 
Speakman Co., Wilmington, Del. 


Street & Kent Mfg. Co., Chicago. 
Grand Rapids, 


Wolverine Brass Works, 
ich 
SINKS, PORCELAIN ENAMELED 
Kohler Co., Kohler, Wis. 


SINKS, SLOP 


Kohler Co., Kohler, Wis. 
Sanitary Company of America, Linfield, 
ba. 
SINKS, VITREOUS CHINA 
Maddock's Sons Co., Thos., Trenton, N. J 


SINKS, STEEL 
Koven & Bro., L. O., Jersey City, N. J 


SLEEVES, FLOOR AND CEILING 


Beaton & Cadwell Mfg. Co., New Britain, 


(Conn. 


Beaton & Corbin Mfg. Co., Southington, 


Conn. 


SOIL PIPE PLATES 
Beaton & Cadwell Mfg. Co., New Britain 
Conn. 


STANDS, BOILER, ADJUSTABLE 
Cooper Foundry Co., Atchison, Kan. 


STANDS, PORTABLE VISE 
Martin & Sons, H. P., Owensboro, Ky. 
Standard Iron Works, New York City 


“Much 
better, 
thank 


you.” 


Sir I. L. Clearit (with “BLUE SEAL”): cm 
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GOOD-BYE 
HEATING 
TROUBLES 


good-bye half-hot radiators; 


good-bye hissing air valves, noisy steam 


pipes, leaking hot water radiators; 
good-bye noxious, vile-smelling, gas- 
charged air from air valves; 

good-bye pumps for expelling air, with 


their cost and trouble; 


good-bye fuel-waste; good-bye rooms that 
are too cold in winter and too hot in the 
spring; 

good-bye shivering hours of waiting for 
radiators to warm-up to useful tempera- 
ture; good-bye all heating discomforts 
heretofore accepted as necessary evils and 


ALL HAIL THE MONITOR 
BI-LOOP MODULATED HOT 
WATER HEATING SYSTEM 


with its perfect comfort and dependability, its 


quick-action, sustained satisfaction and mini- 


mum fuel-cost and repair bills. 


You know that hot water heat is best because 


of its comfort, uniformity, healthfulness and 
economy. 

You know that steam heat possesses an inten- 
sity that is very desirable. 


The Bi-Loop Hot Water Heating System has 
both—the mild heat of hot water and the quick 
action of steam. It has all the merits of heat- 
ing by hot water, steam, vapor and vacuum and 
none of their weak points. It is the science of 
Heating perfected to the last degree. 


nothing to regret and nothing more to be de- 


It leaves 


sired. 


Write for 


The Monitor Bi-Loop Catalogue 


You'll need it for more business, bigger profits 


and perfect customer-satisfaction. 


Monitor Bi-Loop Radiator Co. 


In Business Since 1890 


Lancaster, Pa. 


DOMESTIC 


TEAM IN CONTACT WITH Tats 


| OLAPWRAGM CAUSES THE 
WATER TO RISE In THE BP 
Lor OP SECTION 


Us| 
WATER CIRCULATIO ner 


( THIS METHOD COSTS 
NOTHING AND NEVER 
| FAILS TO OPERATE 
WHY PAY FOR MPING 2 


sas) 
THE RADMATOR AGAINST VAPOR | 


MOVABLE PARTS AND WILL 


LAST THE RADIATOR } 


fre 
“RETURN LINE 


_To BONER | 


INGINEERING 


STEAM DIRECT CONTACT 

WATER CAUSING ICKEST 
1ON KNOWN TO SC! ENC 


RADIA 
AUTOMAT CALLY FILLED WITH WATER 


CONDENSATION ar KEEPS 


K 
VA 
SECTIONAL DIAGRAM SHOWING CIRCULATION OF WATER AND STEAM IN THE 
MONITOR B!I-LOOP HOT WATER RADIATOR 
In thris i i t | 
he or pret 
eam j the \ } List ber 
iphra i } 
‘ ra hu j t 
it \\ reir f } ra 
‘ | cine ition i } ! 
at 
SURFACE 
BLOW OFF 
u-Tust 
OuTuBE 
+ SHORT 
TUBES 
sé 
The Monitor ‘‘U”’ Tube Boiler 
\ Monitor “U" Tube Boiler is so made that cannot 
¢rack nor explode, NO DANGER of having the heat 
ing plant out of commission in mid-winter It is the 
most powerful steam or water heating boiler made 
It is for high or low-pressure Less fuel is required 
to produce and maintain steam than with any other 
pattern, [ts life is longer, repair expense practically 


nothing, and it requires the least attention of any 


boiler now offered for sale anywhere. 
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STOCKS AND DIES 


Armstrong Mfg. Co., Bridgeport, Conn. 

Bignall & Keeler Mch. Works, Edwards- 
ville, Ill. 

Borden Co., Warren, O. 

Crown Die & Too! Co., Chicago. 

Curtis & Curtis Co., Bridgeport, Conn. 

Greenfield Tap & Die Corp., Greenfield, 
Mass. 

Modern Machinery Co., Wilmington, Del. 

Nye Tool & Machine Works, Chicago. 

Toledo Pipe Thread. Mach. Co., Toledo, O. 


STORAGE OUTFITS, GASOLINE 


Goulds Mfg. Co., Seneca Falls, N. Y. 

Koven & Bro., L. O., Jersey City, N. J. 

Trageser Steam Copper Wks., J., New 
York City. 


TANKS, CLOSET, PORCELAIN 
ENAMELED 
Kohler Co., Kohler, Wis. 


TANKS, CLOSET, VITREOUS CHINA 


Maddock & Sons, John, Trenton, N. J. 
Maddock’s Sons Co., Thos., Trenton, N. J. 


TANKS, EXPANSION 
Koven & Bro., L. O., Jersey City, N. J. 
Penn Engineering Co., Philadelphia, Pa. 
Riverside Boiler Works, Inc., Cambridge- 
port, Mass. 
Trageser Steam Copper Wks., J., New 
York City. 


TANKS, HOT WATER 
Koven & Bro., L. O., Jersey City, N. J. 


C ontinued 


Patterson-Kelley Co., New York City. 

Riverside Boiler Works, Inc., Cambridge- 
port, Mass. 

Trageser Steam Copper Wks., J., New 
York City. 

Wilks Mfg. Co., S., Chicago. 


TANKS, STORAGE 
Berger Bros. Co., Philadelphia, Pa. 
Gerstein Bros. & Cooper, So. Boston, 
Mass. 
Koven & Bro., L. O., Jersey City, N. J. 
Riverside Boiler Works, Inc., Cambridge- 
port, Mass. 
Trageser Steam Copper Wks., J., New 
York City. 


THERMOMETERS 
Marsh & Co., Jas. P., Chicago. 


THERMOSTATS 


Marsh & Co., Jas. P., Chicago. 
Powers Regulator Co., Chicago. 


TONGS, RADIATOR 
Lumsden Co., Ik. R., Indiana, Pa. 


TORCHES, GASOLINE AND KEROSENE 
Double Blast Mfg. Co., North Chicago, II. 
Turner Brass Works, Sycamore, III. 


TRAPS, ANTI-SYPHON 
American Sanitary Mfg. Co., Abingdon, 
Cudell, F. E., Cleveland, 
Detroit Sanitary Detroit, Mich. 
Raymond Lead Works, Chicago. 


Sanitary Company of America, Linfield, 


ra. 
Street & Kent Mfg. Co., Chicago. 
Wise, Inc., J. B., Watertown, N. 
Wolverine Brass Works, Grand Rapids, 
Mich. 
TRAPS, BACK WATER 
Crampton-Farley Brass Co., Kansas City, 


Mo. 
Cudell, F. E., Cleveland, O. 


I!linois Malleable Iron Co., Chicago. 
Victor Brass Mfg. Co., Cleveland, O. 


TRAPS, BRASS 
American Sanitary Mfg. Co., Abingdon, 


‘entral Brass Mfg. Co., Cleveland, O. 

Detroit Sanitary Supply Co., Detroit, 
Mich. 

Goetz Brass Co., Detroit, Mich. 

Glauber Brass Mfg. Co., Cleveland, O. 

Havydenville Co., Haydenville, Mass. 

Street & Kent Mfg. Co., Chicago. 

Wise, Inc., J. B., Watertown, # 

Wolverine. Brass Works, Grand Rapids, 
Mich. 


TRAPS, CAST IRON 


Josam Mfg. Co., Cleveland, O. 

Sanitary Company of America, Linfield, 
Pa. 

Victor Brass Mfg. Co., Cleveland, O. 


TRAPS, CATCH BASIN 
Brass Co., Kansas City, 
Mo. 
Detroit Sanitary Sup. Co., Detroit, Mich. 


Estabrook’s Sons, R., So. Boston, Mass. 
Illinois Malleable Iron Co., Chicago. 


TRAPS, GREASE 


Estabrook’s Sons, R., So. Boston, Mass. 
Koven & Bro., L. O., Jersey City, N. J. 
Raymond Lead Works, Chicago. 
Street & Kent Mfg. Co., Chicago. 


TRAPS, LEAD 


Detroit Sanitary Sup. Co., Detroit, Mich. 
Raymond Lead Works, Chicago. 


TRAPS, RADIATOR AND STEAM 
Farnsworth Co., Conshohoken, Pa. 


SPEAKMAN’S 


Pages 


EACH ONE OF VALUE TO PLUMBERS 


The 1919 Speakman Company catalog H is just off the 
press. It is the most complete work of its kind published. 
Every type, phase and style of plumbing fixture and fitting 
is pictured, described and priced. 


It is an asset to every plumbing establishment and a guide 


book for every plumber. 


FREE to Registered Plumbers 


Send for your copy today. 


The expense of compiling and publishing this catalog has 
been so great that only a limited number can be distributed. 
Make sure of yours by writing for it promptly. 


Speakman Company 


1919 CATALOG 


Wilmington, Del. 


Mention Domestic ENGINEERING when writing advertisers. 
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Ten minutes to connect up heater 


DOMESTIC ENGINEERING 


you can attach a hot water heater to a range 
boiler. The Lion Quick Action Tank Coupling 
makes this quick work possible. It does away 
with cutting pipe on a job; all cutting is done at 
the shop. There is no need to disturb the piping 
already installed. 


To attach a heater with a Quick Action Tank 
Coupling it is only necessary to drill two holes 
in the side of the boiler, one near the top and 
one near the bottom. We can furnish a special 
shell drill for this purpose. 


The nipple of the coupling contains a nitch, to 
allow of insertion in the hole in the tank. The 
Lion Tank Coupling assures you an air tight, 
water tight, steam tight connection. 


It is easier to sell a householder a water heater 
when you show him that there is no need to 
break into other connections and fittings. And the 
Lion Tank Couplings prevent installation costs 
from eating up your profits on Water Heaters. 

Order from your jobber 


PITTSBURG WATERHEATERCOMPANY 
Pittsburgh, Pa. 


Largest Manufacturers of Copper Coii Gas Water Heaters in the World. 
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Hoffman Specialty Co., 


New York City. 


DOMESTIC ENGINEERING 


C ontinued 


VALVES, AIR 


Illinois Engineering Co., Chicago. 

Lytton Mfg. Corp., Franklin, Va. — & Cadwell Mfg. Co., New Britain, 
Marsh & Co., Jas. P., Chicago. mapeee & Corbin Mfg. Co., Southington, 
MecAlear Mfg. Chicago. Co 

Open Coil Htr. & Pur. Co., Indianapolis, ey ‘& Babcock Co., Cleveland, O. 


ind. 


TRAPS, RETURN 


Farnsworth Co., Conshohocken. Pa. 


Illinois Engineering Co., Chicago. 
ILvtton Mfg. Corp., Franklin, Va. 
McAlear Mfg. Co., Chicago. 


TRAPS, VACUUM 


Conshohocken, Pa. 
Chicago. 


Farnsworth Co., 
Nlinois Engineering Co., 


URINALS 


Kohler Co., Kohler, Wis. 


VACUUM AND VAPOR HEATING 


Hoffman Specialty Co., New York City. 
Illinois Engineering Co., Chicago. 
Jenkins Bros., New York City. 

Marsh & Co., Jas. P., Chicago. 

McAlear Mfg. Co., Chicago. 

Penn Engineering Co., Philadelphia, Pa. 
Open Coil Htr. & Pur. Co., Indianapolis, 


VALVES, GATE 


Capitol Brass Works. Detroit. Mich. 

Central Brass Mfg. Co., Cleveland, O. 

Crane Co., Chicago. 

Detroit Valve & Fittings and Detroit 
Brass Works, Detroit, Mich. 

Glauber Brass Mfg. Co., Cleveland, O. 

Jenkins Bros., New York City. 

Marsh Valve Co., Erie, Pa. 

Ohio Brass Co., The, ‘Mansfield, oO. 

Penberthy Injector Co., Detroit, Mich. 


VALVES, GATE, ANGLE 


SPECIALTIES Central Brass Mfg. Co., Cleveland, O. 
. (‘rane Co., Chicago. 
Bishop & Babcock Co., Cleveland, O. Detroit Valve & Fittings and Detroit 


Hoffman Specialtv Co., "New York City. 


Engineering Co., Chicago. 

Marsh & Co., Jas. P., Chicago. 

McAlear Mfg. Co., Chicago. 

~~ Coil Htr. & Pur. Co., 
Ind. 


VACUUM-HEATING SYSTEMS 
Bishop & Babcock Co., Cleveland, O. 


Hlinois Engineering Co., Chicago. 
Michigan Lubricator Co., 
Moline Heat, Moline, 

Ohio Brass Co., The, Mansfield, O. 
Penberthy Injector Co., Detroit, 


Indianapolis, 


Detroit, Mich. 


Mich. 


Brass Works, Detroit, Mich. 
Glauber Brass Mfg. Co. — oO. 
Jenkins Bros., New York C 
Marsh Valve Co., Erie, Pa. 
Ohio Brass Co., ‘The, Mansfield, 0. 


VALVES, GATE, IRON BODY 
Crane Co., Chicago. 


VALVES, GLOBE 
Central Brass Mfg. Co., Cleveland, O. 
Crane Co., Chicago. 
Detroit Valve 
Brass Works, 


ttings and Detroit 
Detroit, Mich. 
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Jenkins Bros., 
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Cleveland, O. 


Glauber Brass Mfg. Co., 
Mass. 


Haydenville Co., Haydenville, 
New York City. 
Marsh Valve Co., Erie, Pa. 


VALVES, GLOBE, IRON BODY 
Crane Co., Chicago. 


VALVES, PRESSURE REGULATING 


Crane Co., Chicago. 
Illinois Engineering Co., Chicago. 
Ohio Brass Co., The, Mansfield, O. 


VALVES, RADIATOR MODULATION 


Dole Valve Co., Chicago. 

Gorton & Lidgerwood Co., New York City. 
Haynes Selling Co., Philadelphia, Pa. 
lilinois Engineering Co., Chicago. 

Marsh Valve Co., Erie, ; 
McAlear Mfg. Co., Chicago. 


VALVES, RADIATOR 


Bishop & Babcock Co., Cleveland, O. 
Capitol Brass Works, ‘Detroit, Mich. 
Detroit Valve & Fittings and Detroit 
Brass Works, Detroit, Mich. 
Gorton & Lidgerwood Co., New York City 
Hoffman Specialty Co., New York City. 
Illinois Engineering Co., Chicago. 
Jenkins Bros., New York City. 
Kinsey & Mahler Co., Peoria, Il. 
Marsh Valve Co., Erie, Pa. 
Michigan Lubricator Co., Detroit, 
Norman & Co., C. Erwin, 
Ohio Brass Co., The, Mansfield, O. 
Penn Engineering Co., Philadelphia, Pa. 


Mich. 


VALVES, RADIATOR, PACKLESS 
Dole Valve Co., Chicago. 


Gorton & Lidgerwood Co., New York City. 


Haynes Selling Co., Philadelphia, Pa. 
Marsh Valve Co., Eri Pa. 
McAlear Mfg. Co., 


Williams “Vulcan” 
Chain Pipe Vise 


Williams’ 
Chain Pipe Vises are compact in de- | 
sign, easy to adjust, positive in grip, | 
powerful and rapid in action. | 
are unbreakable, as they are made en- | 
tirely of wrought steel. | 
attachable anywhere—to bench, post 
or any handy support. 

Williams’ Chain Pipe Tools have 
been Standard for nearly half a cen- 
tury—they all have behind them 
Williams’ unconditional guarantee of 
service. 

Vises in 3 sizes for g to 8” pipe. 
Ask for Booklet. 


J. H. Williams @ Co. | 
**The Drop-Forging People’ 


17 Richards Street, 
- 17 South Clinton Street, 


“Vulcan” Drop-Forged | 


They 


They are | 


Brooklyn, N. Y. 
Chicago, Ill. 


Mention Domestic ENGINEERING when writing advertisers, 
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LAND 


PIPES. 


4 BERLAIN Cos 


DESOLVO and COLD WATER 


Clear Clogged Pipes and Sewers in Record Time 


With DESOL VO there is no time lost waiting for water 
to heat. When cold water is added to DESOLVO, a 
chemical reaction takes place immediately, producing a 
most intense heat and powerful gases. By pouring the 
solution into an obstructed pipe the stoppage can be quick- 
ly dissolved and removed. 


You can safely use DESOLVO on any job, as there is 
no acid or anything in connection with it that will injure 
plumbing fixtures, pipes or connections. 


Your equipment is not complete without a supply of 


DESOLVO on hand ready for instant use. 


Order from your Jobber 


The Chamberlain Company 


Pittsburgh. Pa. 


K-K is an improved powdered chemical for removing stains and foul odors : 
from closet bowls. No scrubbing, scouring or brushing, shake into bowl, let Croser Bos X8 On 
Tre San, vay 


stand a few minutes, flush and the trap and bowl are left clean and sanitary. eticemeenn 
Not a general cleaner. Made especially for this purpose. | 


IMPAny 


Mention Domestic ENGINEERING when writing advertisers. 
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VALVES, REDUCING 


Crane Co., Chicago. 

Illinois Engineering Co., Chicago. 
Jenkins Bros., New York City. 
Lytton Mfg. Corp., oo Va. 
McAlear Mfg. Co., Chica 

Ohio Brass Co., The, Mansfeld, O. 


VALVES, STEAM 


Capitol Brass Works, Detroit, Mich. 

Crane Co., Chicago. 

Detroit Valve & Fittings and Detroit 
Brass Works, Detroit, Mich. 

Glauber Brass Mfg. Co., Cleveland, O. 

Haydenville Co., Haydenville, Mass. 

Iinois Engineering Co., Chicago. 

Jenkins Bros., New York City. 

Kinsey & Mahler Co., Peoria, il. 

Marsh Valve Co., Erie, Pa. 

Michigan Laubricator Co., Detroit, Mich. 

Ohio Brass Co., The, Mansfield, 

Penberthy Injector Co., Detroit, Mich. 


VALVES, WATER-CLOSET, FLUSHING 
— Bell Foundry Co., Baltimore, 


VALVES, WATER. FLUSHO.- 
METER TYP 
Haas Co., Philip, oO. 
Milwaukee Flush Valve Co., Milwaukee, 
i 
Sloan Valve Co., Chicago. 


VAPOR HEATING SYSTEMS 


Bishop & Babcock Co., Cleveland, O. 

Cleveland Flush Meter Co., Cleveland, O., 

Haynes Selling Co., Philadelphia, Pa. 

Illinois Engineering Co., Chicago. 

McAlear Mfg. Co., Chicago. 

Moline Heat, Moline, Ill. 

Mouat-Squires Co., Cleveland, O. 

——s Heater & Supply Co., Reading, 
a. 


DOMESTIC 


ENGINEERING 


Continued 


Simplex Heating Specialty Inc., 
Lynchburg. Va. 

Trane Co., The, La Crosse, Wis. 

Vapor Heating Co., York, Pa. 


VENTILATING SYSTEMS 


American Blower Co., Detroit, Mich. 
Sprague Electric Works, New York City. 


VISES, PIPE 
Armstrong Mfg. Co., Bridgeport, Conra. 
Crown Die & Tool Co., Chicago. 
Curtis & Curtis Co., Getimemart. Conn. 
a Tap & Die Corp., Greenfield, 
ass 
Nye Tool & Machine Works, Chic ; 
Toledo Pipe Thread. Mach. Co., Toledo, O. 
WHtliams & Co., J. H., Brooklyn, 
Marsh & Co., Jas. P., 
McAlear Mfg. Co., Chicago. 
— Coil Htr. & Pur. Co., Indianapolis, 
nd. 


WASHERS 
Bell, Andrew, Estate of, Newark, N. J. 


WASTES AND OVERFLOWS 
Sanitary Mfg. Co., Abingdon, 


Central Brass Mfg. Co., Cleveland, O. 
Detroit Sanitary Sup. Co., Detroit, Mich. 
Glauber Brass Mfg. Co., Cleveland, O. 
Haydenville Co., Haydenville, Mass. 
Street & Kent Mfg. Co., 
Wise, Inc., J. B., W 
Brass Works, Grand 


WATER CLOSET BRASS SPECIALTIES 
American Sanitary Mfg., Co., Abingdon, 


Frost Mfg. Co., Kenosha, Wis. 
Morency-Van Buren Mfg. Co., Sturgis, 


ch. 
Wise, Inc., J. B., Watertown, N. Y. 
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Haas Co., Philip, Dayton, O. 
Vogel Co., Jos. A., Wilmington, Del. 


WATER-CLOSETS, FROST-PROOF 


Haas Co., — Dayton, O. 
Vogel Co., Jos. A., Wilmington, Del. 


WATER SUPPLY SYSTEMS, 
PNEUMATIC 


Burnett-Larsh Mfg. Co., Dayton, O. 

Bishop & Babcock Co., Cleveland, O. 

Dayton Pump & Mfg. Co., Dayton, O. 

Decatur Pump & Mfg. Co., Decatur, Il. 

Deming Co., Salem. O. 

Fort ayne Eng. & Mfg. O©o., Fort 
Wayne, Ind. 

Goulds Mfg. Co., Seneca Falls, N. Y. 

— Private Utilities Co., Kewanee, 


Iron Works, Decatur, IIL 
Mast, Foos & Co., Springfield, O. 
Milwaukee Air Pump Co., Milwaukee, 


Wis. 
Myers & Bro., F. E., Ashland, O. 
Peters Pump Co., Kewanee, Ills. 
Rider-Ericsson Engine Co., 
Roberts Co., Geo. , Dayton 


Vaile-Kimes Co., The, Dayton, O. 


WATER SOFTENING COMPOUNDS 
Myers & Bro., F. E., Ashland, O. 


WRENCHES, PIPE. 


Armstrong Mfg. Co., Bridgeport, Conn. 

— Tap & Die Corp., Greenfield, 
ass. 

Marsh & Co., Jas. P. Chicago. 

Trimont Mfg. Co., Boston, Mass. 

Walworth Mfg. Co., Boston, Mass. 

Williams & Co., J. H., Brooklyn, N. Y. 


1801-1825 Diversey Parkway 


THE IMICO LINE 


Write for Catalogue and Prices 


ILLINOIS MALLEABLE IRON CO. 


CHICAGO 


@ Every Bibb thoroughly inspected and tested to 
high Hydraulic pressure. 


You 


Don’t take a chance 


when you specify 


Quick Compression 


Bibbs 


Made by 


’ The McRae & Roberts Co. 


100 Campbell Ave., Detroit 


@ Generous metal line,—built to withstand the 
hardest kind of service. 

@ Highly nickeled, and the kind of finish that will 
satisfy the most particular customer. 

@ Specify ‘‘McRaberts’’ 


your Jobber, and do three people a real service,— 
yourself, your Jobber and us. 


Mention DomEsTIc I-NGINFERING when writing advertisers. 
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DOMESTIC 


ENGINEERING 


The Diamond 
CanfieldLine 


is the recognized lead- 
er andasafe guide for 
the buyer of Plumbers’ 
Rubber Goods to fol- 


low. 


Over a half century on 
the market, with a re- 
putation established 
throughout the country. 


The largest manufac- 
turers in the United 
States include Dia- 
mond Canfield Rub- 
ber Specialties in their 
products. 


We sell only to jobbers 
and manufacturers 


The H. O. Canfield 


Company 
Bridgeport, Conn. 


Mention Domestic ENGINEFRING 
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Don’t Waste Time In 
Vain Regrets 


If the water heater business you 
are doing is not satisfactory both 
to yourself and to your clients, get 
busy and find out the reason. 
There is good profit to be made in 
this line and you should be getting 
your share of it. 


OFFMA 


Instantaneous 


Automatic Water Heater 


appeals to the home-owner for 
many reasons. It furnishes an am- 
ple supply of hot water at all times, 
day or night, with minimum 
gas consumption; is so simply 
constructed that repairs are 
seldom, if ever, needed, and 
once installed, it is there to »' 
stay. 


Put a Hoffman Heater on dis- 


play in your show room. Go over . 
your list of prospects, explain to 
them the economical features and , 


other advantages of the Hoffman, 
and you will be highly pleased with 
results. You make a good profit 
both on the sale and installation. 


Let us give you full particulars 


—write today. . 
The Hoffman Heater Co. @ 
Lorain, Ohio 


Branch Offices in all Large Cities 


Mention Domestic ENGINEERING when writing advertisers. 


~ 
— 
» 
= th > 
4 \ 
. 
¢ | 
. / j - 
/ 
/, 
i 
; ‘ 
a 
4 
3 
. 


June 28, 1919 DOMESTIC 


ENGINEERING Lo] 


HERE are many heating systems on 

the market labeled “Vapor” which 

differ very little in service from steam heat- 

ing systems. This has created a more or less 

false impression in the public mind regard- 
ing the superiority of Vapor Heat. 


Vapor Healing System 


has done much toward bringing Vapor Heat into 
its own. By giving modified heat control at each 
radiator, it stamps economy and efficiency on every 
Mouat system installed. No heat is wasted—just 
enough is allowed to enter radiator to maintain a 
comfortable room temperature. The Mouat Frac- 
tional Valve attends to that. 


A specially desirable feature is that the Mouat 
Vapor System is entirely adapted to any size 
building. No job too large or too small to inter- 
fere with the perfect graduation of heat. 


Mouat Vapor Systems have been in successful 
operation for many years. A list of satisfied users 
will be furnished on request. 


Remember, if it doesn't graduate, it isn’t Mouat. 


Write for Booklet. 


THE MOUAT-SQUIRES COMPANY 
Cleveland, Ohio 


) 


Mention Domestic ENGINEERING when writing advertisers. 
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What a vast amount of new building the war has made 


necessary. 


For the next few years, Mr. Plumber, Mr. Jobber, you 
will be as busy as were our boys Over There and oppor- 
tunity is now at your doorstep, so be prepared in times of 
peace aS you were 1n war. 


Changes, improvements, construction have started, so be 
ready to give the kind of service necessary for big business 
and profits. 


We are—have been for months—with the largest and most 
complete line of Recessed Drainage Fittings we have ever 
carried, prepared to take care of your every requirement. 


Your Jobber will supply you. 


Ask for a copy of catalog D. 
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JUST ANOTHER REMINDER 
Call for 711 


Our line of 711 Traps have been put into some of the 
largest buildings in this country. 


711 Traps save money for the owner—increase profits for 
the plumber. 


Made of a selected grade of iron, finished plain or galvan- 
ized. 


All Traps furnished with brass cleanout plug and washer 
and at a small extra cost cast iron slip connection and heavy 
gum washer for tubing. 


Sizes 11% in. and 2 in. 


Write for further details and catalog. 


FOUNDRY 


AND AVENUE-D 


NEW JERSEY 
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500 
YEARS 7 
GRAVES BOILE 


MANUFACTURED ONLY BY LER 


ESER QRKS. 


Contract 


HE guarantee stamped on the brass plate which accom- 
panies the Graves Boiler is the equivalent of an iron-clad 
— contract. It is placed there to protect the plumber, as well 

ee iis as the building owner, against inferior products. 


The Graves Boiler 


is hand made of heavy copper bearing steel. Rust resisting, thor- 
oughly galvanized inside and outside. Made to stand high pres- 
sure. Intended for use where ordinary boilers are not serviceable. 
Thoroughly seasoned. Kept under pressure for several days to 
insure against leakage, The appearance of the Graves Boiler 
alone shows it in a class by itself. 


Will stand 300 pounds test. 
Guaranteed for six years. 


The Graves Boiler is packed and boxed ready for shipping. The 
only range boiler shipped in this way. 


Write for full particulars. 


Copper 


447-457 W. 26th STREET 
NEW YORK CITY 
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Sane PARTITIONS 
TRADE mame U S. REC. 


During the war our entire output was taken over for Government Ar- 
senals, Navy Yards, Cantonments, etc. SANYMETAL products are 
again available for rapid delivery to you. 

In life-long durability, in clean-cut, wholesome appearance, in extra 
sanitation — SANYMETAL PARTITIONS yield your customer the 
utmost for his money. For factory, schoolhouse, hotel, comfort station, 
or other public buildings, SANYMETAL is recognized as being in a 
class by itself. Every SANYMETAL installation you sell brings vou 
new business. 


hinges for less money. 


SHOWER BATH PARTITIONS. 


finish. 
Complete SANYMETAL Catalogue and price lists on request. 


Mention Domestic ENGINEERING when writing advertisers. 


Furnished in a variety of designs, with or without doors, in standard 
or special units easily erected on the job. Built throughout of 
Armco Ingot Iron—built to last. Every SANYMETAIL. door swings 
on SANYMETAL GRAVITY ROLLER HINGES—the better 


SANYMETAL Shower Bath Partitions are simple in design and 
erection, inexpensive, and extremely durable. Curb or flush sink de- 
signs furnished for any layout. Made of lead-coated steel stock, spe- 
cially waterproofed with a mineral oxide, with a hard baked enamel 


The R. F. Carpenter Manufacturing Co. 
980 East 64th St. Cleveland, Ohio 
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No matter what price system you use, its value to you is meas- 
ured by the Dollars it brings to you. 


Always a Standard 


In 1912 we offered the first edition of The 
Plumbers and Steam Fitters Price Guide. It 
filled the “‘long-felt want’’ and succeeding edi- 
tions have since found their way into the of- 
fices of thousands of Master Plumbers and 
Steam Fitters. 

It has enabled them to do business in a business 
way by having before them at all times dependable 
cost prices and suggested selling prices that are le- 
gitimate and fair to the trade and public. It has 
made money for them and will make money for 


you. 


Arrangement 


Its systematic arrangement and classified indexing make it possible to find the exact 
price of any article more quickly than one could ‘‘guess at it."’ It is printed on heavy 
ledger paper and bound in the best seven ring leather binder made. 


Revision Service 


The Plumbers and Steam Fitters Price Guide is a loose leaf system always kept up-to- 
date with revised sheets mailed you as changes in prices occur. 
Each page of the Guide contains blank columns for special costs and special selling 


prices. 


Sold on Approval 


You cannot afford to be without this Price 
Guide. It saves valuable time and _ hard- 
earned profits. You can’t make errors. 
Sent on approval, but is offered for sale 
only to recognized Master Plumbers and 
Steam Fitters. Write now for conditions 
of sale. 


Bareham & Saunders 


PUBLISHERS OF THE 
Plumbers and Steam Fitters 
PRICE GUIDE 
366 East Main St. Rochester, N. Y. 


Mention Domestic ENGINEERING when writing advertisers. 
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Saving Time 


is most valuable assistance to the master plumber in these days 
of high labor expenses. 


The old way of connecting up fixtures with soil pipe or re- 
moving a defective part was to spring the entire stack and take 


chances of causing leaks, to say nothing of the hours of time re- 
quired to do the work. 


The Sisson Insertable Joint 


is a real helper and time-saver to the plumber. It is a quick, easy 
way to make connections without removing whole lengths of ae i ae 
pipe or disturbing pipe above or below to get the necessary slack, 
and makes a better job when finished. 


A Grease Trap for Every Sink 


Make your installations of kitchen sinks complete by including the BOSTON Grease Trap. 
Keeps the pipes free from grease and saves the trouble and expense of clearing up grease- 
clogged pipes. Just the thing for use in hotels, restaurants, clubs, etc. 


The Old Way 


Simple to install. 


Convenient to Clean Out 


The Boston Trap collects grease from waste water and retains it. 


The unusually large hand 
hole makes cleaning of trap an easy matter. 


The plumber makes a good profit. 


Write for literature and prices. 


R. Estabrook’s Sons 


First and C Streets 


Why 4 


For Outside Use 
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HITE money spent to produce heat units that are wasted through 
lack of efficient steam pipe covering, would soon pay for Wyck- 
sq off’s Improved Cypress Covering. The saving after that contin- 
' ues to pay a handsome dividend on the investment. 

Wyckoff’s Covering is constructed of selected and carefully inspected 
staves of Gulf Cypress—the ever-lasting material—with our special, orig- 
inal improvements incorporated. 

There are two casings, the inner shell, 2 inches thick, and an outer 
shell 1 inch thick, with a “4-inch dead air space between, giving a total thick- 
ness of 3'4 inches. Each shell is wound under high tension with heavy 
galvanized steel wire, then coated all over with Montezuma Asphalt—the 
best known preservative—and rolled in sawdust. 

The finished product is non-conductive, prevents radiation of heat, is not 
affected by soil conditions, water or steam, or alternate wet and dry, hot 
and cold conditions, always found in steam conduits. 

Explain the merits of Wyckoff's Covering to your customers and they 
will want it. Let us give you particulars. Write today. 


A. WYCKOFF & SON CO., Elmira, New York 
H. H. WHITE’ 
1503 Fourth National Bank Bldg., Atlanta, Ga. 
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No. 3A 


Perfection Floor and Ceiling 
Plates are original in design and 
have maintained their position of 
leadership for the past thirty years. 


A few of the Perfection - 
leaders are illustrated on this 
page. Our full line covers 
From time to improve- 


ments have been made—particu- 
larly the hinged plate—thus keep- 
ing our product always abreast of 
the times. 


every plate requirement. 


As pioneers in the plate in- 
dustry, we challenge compari- 
son of the finish of any of 
our goods, either cast or 
stamped metal, with that of 
any other manufacturers in 
the United States. 


No. 1UA 


Write for complete Catalog featuring Perfection Plates, 
Automatic Air Valves, etc. 


The Beaton & Cadwell Mfg. Co. 


New Britain, Conn. 


Pioneer Plate Manufacturers 
Branches: 


New York Office and Store, 234 Water St. 


Western Representative—Harry Verbeek Co., 208 N. Wells St., Chicago, I 

Southern Representative—-P. C. Abbott, Richmond, Va. 

Eastern Canadian Representative—J. R. Devereux & Co., 358 Beaver Hall Square, 
Montreal, Quebec. 

Western Canadian Agents—A. E. Hinds & Co., Galt Bldg., Winnipeg, Canada 

Pacific Coast Representative—Wm. P. Horn & Co., Rialto Bldg., San Francisco, Cal. 

Wm. P. Horn & Co., 711 Deekum Bldg., Portland, Ore. 

Wm. P. Horm & Co., 301 Kerckhoff Bldg... Los Angeles, Cal 

Joseph G. Walsh, 323 Reliance Bidg., Kansas City, Mo. 


Mention Domestic ENGINEERING when writing advertisers. 
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Why this fire pot 


is made the way 
it is made 


UPPOSE every time you had a tire punc- 
ture it was necessary to buy a new wheel! 
‘‘Prohibitive,”’ you say. 


By the same token, take a boiler that has the 
crown sheet and fire pot cast as one. 


When by accident or through carelessness of 
operation they break—thatentire casting must 


be replaced. 

The Burnham is cast separately. 
Crown sheet in one section. 

Fire pot in another section. 


When there is troubie with either one, simply 
replace the one that’s in trouble. 


Costs far less. Can be done quicker. Better 


in every way. 


ord & Pjurnham@. 


IRVINGTON - - NEW YORK 
REPRESENTATIVES IN PRINCIPAL CITIES 
Canadian Office, Royal Bank Building, Toronto 
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Get These Three Prospects in 
Your Hand by Advertising 


|. The Farmer who has electric current long to point out the advantages of a 
either from city lines or Farm Lighting Plant ~DURO” Electric to him, through the news 
— Sle can quickly be shown the need of a columns and direct advertising. 

“‘DURO” Water System to make his home 3. The Suburban dweller who has moved 
out where his family will have more room— 
better light and air, but the lack of running 
water in the home is a great handicap,—will 
2. This man’s family is trying to make the appreciate your claims for the ‘““DURO,”’ 
best of it with an old water lift or hand when properly presented through the news- 
pump for cistern water. It will not take you papers, letters and bulletins. 


as modern as the city cousins. Use the 
newspapers, folders and letters. 


Get the viewpoint of these three distinct classes—there’s a sale to each of them ane at 
your finger tips—get that contract today. 


We back up our sales with every possible means to help distributor, 
dealer and salesman. ‘“DURO"’ Water Systems constitute a clean-cut 
selling proposition and we furnish our dealers with electros for news- 
paper use, folders, follow-up letters and complete sales and advertis- 
ing campaigns. 


GUARANTEED 


WURG/ 


MADE BY 
THE BURNETT -LARSH 
MANUFACTURING CO 
DAYTON 


Write or wire nearest Distributor for full 
particulars, sales plans and propositions. 


The Burnett-Larsh Manufacturing Co. 
DAYTON, OHIO 


New York Office: Boston Office: Chicago Office: 
103 Park Ave. 110 Pearl St. 231 Insurance Exchange Bldg. 
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100% Pipe Line Efficiency With the 
“Beaver” Square End Pipe Cutter 


Stop—and compare “A” and “‘B” in the above photograph, 
showing the inside of an ordinary pipe-line connection. 


“A” was cut with a BEAVER SQUARE END PIPE CUTTER 
—without any burr. The inside is clean and smooth, with aoth- 
ing to retard circulation. The outside of the pipe is just as clean- 
cut, with no hard rough ridge—which makes threading difficult 
and the life of threading dies very short and unsatisfactory. The 
BEAVER CUTTER ‘‘cuts’’— it doesn’t squeeze or crush the pipe 
apart. Therefore, when using a BEAVER, there is no danger 
of straining the pipe weld—causing a leak which you discover 
for the first time after the line is completely assembled. 


‘“‘B'’—you recognize it—is a typical wheel-cutter pipe end— 
and the mechanic forgot to ream out the burr. One or two such 
burrs in a pipe line and your customer is bound to have trouble 
before long. Not only is the flow of liquids or gases retarded 
as much as 75‘« because of such heavy burrs, but these burrs 
present an almost impassable snag fer threads, lint, sediment, etc. 
—which sooner or later cause the line to choke up. ‘The resuit 
is a displeased customer and your reputation as a first-class 
plumber has had a set-back. 


There are more than 100,000 users of BEAVER SQUARE 
END PIPE CUTTERS—and they are all boosters. You'll be, 
too, after you try them. For sale by all leading jobbers. 


Manufacturers of “BEAVER” EASY-WORKING 
DIE STOCKS and SQUARE-END PIPE CUTTERS 
SOLD BY ALL LEADING SUPPLY HOUSES 


FACTORY AND MAIN OFFICE. WARREN, OHIO, U. S. A. 
; BORDEN-CANADIAN CO_ 110 Church St. Toronto, Canada 


—BEAVER 
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